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24, 26, AND 30 WEST 14TH-ST. 


FRIDAY, AS USUAL, BARGAIN DAY. 
: Stranger’s Guide. 


Monday for general shopping, 
Tuesday a sail down the bay; 
Wednesday spend in sightseeing, 
Thursday at home quiet stay— 

Friday, as every one knows, 
Is our Wonderful Bargain Day. 


ON FRIDAY 


; the centre of attraction is in our stores, where, no 
Matter what the weather be, you'll see excitement 
from morning until night To visit New-York 
and not see Hearn’s famous storeson Friday is to 
visit Rome and not see St. Peter’s. 


This week’s prices 
Reach the Climax of Absurdity!! 


WASH DRESS FABRICS. 


Absurd prices of Wash Dreés Fabrics prohibit 
‘putting pieces under thirteen yards Ten thou- 
sand lengths——12 yards and under——thus we sell: 


12 yds. Etamines 35 ots.; worth 96c. 
12 yds. Challie 45 cts.; worth $1 08 
12 yds, Klack Lawn for 46cts.; worth 120 
12 yds. Brown Batiste tor 
12 yds. English Chambray tor 
12 yds Open Work for 
12 9ds. French Percale for 
12 yds. tine Organay for 
12 yds. Grenadine for 
12 yds. Corded Linons for 
12 yus, Satin stripes for 3 cts.; worth 
l2yd.. French Sateen for 938 cts.; worth 
12 yds. Dress Gingham for $1 05; worth 1 
14 yds Lace Stripes tor 119; worth 
12 yds. Faucy Chambray for 141; worth 
12 yds. Scotch Zephyr for 141; worth 


At Seven Cents and three-quarters. 

Three cases Karnaby Ginghams—must desirable 
effects of the seasun.—The fiuest Ginghams made 
on this side the Atiantic sold by competitors all 
seasun at 25 cents. 

One dress to a customer. 


At Ten Cents and 4 half. 
Chenille — tineat Scotch, Ginghams, Import- 
ed Zephyrs and Satiu striped and figured Orgaudies 
—goods that in Juiy were 18 to 40 cents a yard. 


for 
for 


93 cts; worth 


At Seventeen Cents and three.quarters. 
The most exquisite French Satesne—tinest import- 
ed goods that July were 35 to 50 cents. 


Sample pieces of 
Calicoes, Sateens, and Gingham 
6 for a cent..........10 for @ cent........24 for a cent. 


LINENS. 


At Twenty-four cents. 

600 dozen finest Linen Damask, Momie, and Huck 
Towelse—new and handsome vorders—plain and 
knotted tringes—regular and extra size—such as 
are always sold at 35 and 40 cents. 


At 15 cents and at 12% 
Another lot—ali Linen Huck and Damask—plain 
and knotted tringes—were 22 and 19 cents. 


in Towelings. 
39. Fine Glass, 
6%c. Wide Rolier, 12 
$e. Turkish Wash Raga, 


Table Linens. 
Unbleached. 
17c, Full width, 240. 
44c Extra heavy, 39c. 
59c. Extra wide, 6Uc. 
Two yards wide, 65c. Kxtra wide German, 55c. 
Double damasx, 7vc. Extra fine Cream, 790. 
All exceptioual value. 


All linen, 
Extra wide, 
Extra Kussia, 


Bleac 
All linen, 
Colvred border, 
Extra German, 


At 24c.Extra wide Turkey Red Damasks. worth 40. 


Napkins. 
Five-eighth aud three-quarter. 
690. per dozen, were Ys; $1 2Y per doz., were 1 69 
89c. per dogen, were 1] 19; 1 49 perdoz., were 2 00 
88c. per dozen, were 1 39; 1 69 per.doz., were 2 19 


At 660...Linen Sheetings—2% yards wide...were $1 
60-inch Table Felt, 39c. 19-inch Diaper, 10 yds, 48c. 
Fruit of Loom Maslin. 

Yard wide, 5% cents. 
One casein the morning and one in the afternoon. 
Finest sheetings and Pillow Casings. 

Forty-two inch 
Fir, inch 
Five-quarte>.. 
Six-quarter.......... 
Eight-quarter 


Nipe-quarter 
Ten-quarter 


9% cents; were 13 
.---124g cents; were 16 
--11% cents; were 16 
---- 1349 cents; were 17 
17% cents; were 24 
18%_ cents; were 26 
2149 cents; were 29 


BLANKETS AND QUILTS. 


At prices we quote we cannot afford storage, Goods 
must be delivered the day sold. 


lity X 
quality X 
quality X........ 


quality XX 
quality XXX.... 


10-4 California Blankets...,..qua\ 
10-4 California Blaukets 
11 


-& California Blankets 
11-4 California Blankets 
11-4 California Biankets 


12-4 California Blankets 


Crochet Quilts goa 
Marveilles patterns..full size 
Marseilivs patierns..extra heav 
Extra home-mude.....knuotted 1 


49 
44y 
519 


Embroidered Momie Lap Robes............ 98 certs 
eu Horee Sheets..shapedand bound... 69 cents 
Wool Plaid Coglers....full size........ ewe 298 


Live Geese- Feather Villows......... wiace CARS 
HOSIERY 
Ati2 15 cents and 19 cen 


cents 
Four cases Misses’ Solid Black Hose—plain, Derby 
Ribbed and doubled kneed—were 30 to 45 cents. 


At Fourteen Cents, 
Two cases Ladies’ Balbriggans—French feet. 


At 19 Cents and 24 Cents, 
Three cases Ladies’ fine stripes and sulid Colors— 
full regular—split feei—were 30 and 35. 


At 29 Cents and 43 Cents, 
One case each Brilliant Lisle ani Two-toned 
Ribbed Lisle Huse—were 50 and 85 cents. 


OF MERINO UNDERWEAR. 
Eight cases, 
Ladies’ 30-cent Ribbed Cotton Vests, 
Ladies’ 40-cent Kibved Lisle Vests, 
Ladies’ 60-cent Swiss Hibbed Vests, 
Misses’ 30-ceunt Gauze Vests, 

Men’s 60-cent Balbriggan Shirts, 
Ladies’ Embroidered polished yarn Sxirts, 69 cents 
IN MEN’S FURNISHINGS. 

Special offerings at Friday’s prices, and 
At Thirty-nine Cents. 
200 dosen hirta, 


Dress 8 
than which better value was never known. 


as follows: 
17 cents 





OF HANDKERCHIEFS. 


Over a thousand dozen at cost of production. 
Men's all-linen colored Hemstitch, 4g cents 
Men's all-linen open-work Hemstitch, 19 cents 


Gadi sites Hemet win nuts, by Se 
es’ all-linen Hemstit 
r Sheer linen pri mene Pag 39° cae 


Seal, Alligator, and Fancy Leather 
POCK ETBUOKS. 


25 cents were 50 | 98 cents were $2 50 


DRESS TRIM 0 . 
‘work Braids—all colors Pete aan: were 3 
6a8—C: 


ementeri 
389 cents; were 75 


Biack Lace Flouncings. 
98 cents to $i 39 were $1 50 to $2 


Hand Run Flouncings. 
$5 93 were $12 
Torchen Laces—12- i 

6 cents to 30 o wee 15 to 45 


Embroideries and Skirtings. 
to 6 inch.....-....... acecocsasodllg cents; were 20 
to 8 inch sien 15 cents; were 380 
h—Irish Point effects...69 cents; were 1 10 
eo designs....08 cents; were l 65 


At Fifty-nine Cents 
sale of 


a 
Watered sash K 
cream, pink, light blue and eee se $1. 
F INFANTS’ WEAR 
special sale | rices that will surprise 
oie you nee the. peneay ane the finish of the goods, 
and trimased okirts, and ~ 
waista— A ot eto 


oenté............ 
newest and prettiest s Me 


yoke and 


‘of the last comvention. The 
-triends ongts and probably will, when the 


THE’ DEMOCRATIO.CONVBYNTION 


WILL - MEET THERE. 

SEPT. 12 FIXED AS THE DATE—BUFFALO 
A HILL STRONGHOLD—THE GOY- 
ERNOR’S GAME. 

SakaToGa, Aug. 16.—Buffalo has won the 
Democratic State Convention, d the 
Buffalo Democrats will have whatever 
political benefits, real or | imagined, 
spring from a gathering of some hun- 
dreds of men who meet to place a State 
ticket in nomination and hurrah for the 
candidates of the party. The Buffalo Re- 
publicans wanted the Spring convention of 
their .party, and they got it. The Buffalo 
Democrats wanted the Spring convention 
of their party, and they didn’t get it, and 
they have suffered grievously in their own 
estimation and that of their Republican 
neighbors ever since. But,the action of tho 
State Committee to-day makes it possible 
for the Democrats of the Queen City of the 
Lakes henceforth to walk upright on their 
legs like other men. 

Buffalo isa beautiful city. It has broad 
avenues paved with asphalt and shaded by 
numberless trees. It has acres of parks 
with miles of handsome drives. Its breezes 
are tempered by the waters of the lake. 
Its hotel accommodations are limited, 
but the hospitality of its citizens is 
unbounded, and in its contemplation 
men have been known to forget all about 
the discomforts incident to the crowding of 
a thousand men into four hotels and 30 or 
40 cots. Buffalo is considerably more of 
a Hill town than it is a Clevelana 
town at this present writing. It has 
20 odd. breweries and one dis- 
tillery (owned by a Republican,) whose 
proprietors are all for Gov. Hill, It has 
2.500 saloon keepers, all of whom want the 
Governor renominated. So enthusiastic are 
the latter that they will, it is predicted, 
order their bartenders to don clean white 
coats and aprons upon the appearance 
of the Governors cohorts, and hang 
up his picture behind every bar in 
deference to the prevailing Hill sentiment. 
A concession will, it is further predicted, be 
made that has never yet been noted in the 
annals of the liquor traffic. At no bar in 
the city will that notice be displayed, so 
familiar to convention visitors, ‘* No mixed 
drinks served here.” 

Buffalo has a record as well as liquor 
saloons and breweries, It has furnished 
two Presidents to the United States. It has 
entertained two conventions within the 
memory of . modern man, and now it 
it is to have a third. ‘The last Demo- 
c.aticC nventicnn >minated a ticket which 
was partially disabled on tue day of elec- 
tion. The head of the ticket, who was 
accounted a moral man of moderate tem- 

erance views, proved displeasing to the 

artenders ot the State, and when 
the votes came to be _ counted it 
wns discovered that Candidate May- 
nard, who had aspired to the office, 
vo. secretary of State was 18,583 votes be- 
hind his Republican competitor, while all 
the rest of the candidates on the Demo- 
cratic ticket were elected by majorities 
ranging from 13,630 for Denis O’Brien, 

candidate for Attorney-General, to 17,568 

for Robert A. Maxwell, candidate 

for State Treasurer, a measure of 
success having attended the deliberations 

Governor's 


first feeling of disappointment wears away, 
be gratitied that the next convention will 
be held in Buffalo. 

The date of the convention was fixed for 
Wednesday, Sept. 12, eight days later than 
the date desired by the Governor, accord- 
ing to the statements made by his newspaper 
organs. Butthis additional time can be 
utilized by the Governor in better perfect- 
ing his State organization of bartenders 
and brewers, a point evidently 
overlooked by those of his friends 
who to-day voted for Saratoga and were 
prepared to vote for Sept. 4. Chairman 
Edward Murphy is satistied, however, with 
the date, and as he is regarded as a better 
politician than the Governor, he will un- 
doubtedly satisfy him that no mistake was 
made on that point. 

The committee was called together 
shortly after 11 o’clock this morning in the 
clubhouse of the Grand Union Hotel. Clerk 
Defreest called the roll and reported five 
absentees. They were, however, represent- 
ed by proxies asfollows: Ex-Alderman John 
H. Clancy in place of Committeeman 
John McCarthy of Brooklyn; Mau- 
rice J. Power in place of Commit- 
teeman Thomas Costigan of New-York; 
Senator John Foley in place of Committee- 
man James Williams of Poughkeepsie; 
Subway Commissioner Gibbens in place of 
Committeeman William L. Muller of El- 
mira, Albany, and New-York, and 
Henry Metcalf in place of Commit- 
teeman Hudson Anstey of Salamanca. 
Committeeman Mitchell of New-York 
presented the letter of Edward Kearney, 
resigning fram the committees, and moved 
that Police Commissioner John RK. Voorhis 
of the County Democracy be appointed in 
Mr. Kearney’s placa.) The motion was 
unanimously carried, and Mr. Kearney 
drops out of sight in politics, though proba- 
Lly not entirely out of soun 

Cyrus Stewart, representing the Saratoga 
Cougressional Di-trict, moved that the con- 
vention be held Sept. 12 at Saratoga. 
Sheriff Grant suggested that the motion be 
divided, and the date was then voted 
nnon, and by Chairman Murphy de- 
clired to be unanimonusly carried. 
:nen Gen. Peter C. Doyle moved to 
substitute Buffalo for Saratoga, and Bourke 
Cockran promptly ask: d for a call of the 
roll. Sheriff Grant, in behalf of Tommany, 
suggested that a place with more suitable 
accommodations than Buffale ought to be 
selected. A large and enthusiastic conven- 
tion was wauted this year, and his 
ex erence at the Mayuard Convention 
in 1888 justified the belief that Buffalo is 
nol sv suliabie a convention city as Sara- 
toga, The Sheriff said thit he himself had 
to seep on a eot on that occasion. The 
committee smiled sympathetically as the 

icLure Was presebleu tv ib vl the young 

rer brave tucked between the sheets 
of ano inary cot. ‘ 

“ Oh, we'll have ample hotel accommoda- 
tions for you this time,” cheerily replied 
Gen. Doyle. “Buffalo will take good care 
of you, It’s a question of 


litics with us 
out there, and we Buffalo Democrats want 
this convention bad. That international 
fair that you have heard of will be ovér on 
the 11th of September, and we will be able 
to accommodate everybody who wants to 
attend the convention, 

“ Then the Demecratic Party is to be there 
the day after the fair,” exclaimed Mr. Ridge- 
Way. ~ 

“i give you my word the fair will be out 
of the way when you get there,” was the 
General’s answer. 

Senator Foley spoke up and said he was 
authorized to say that the people of Sara- 
toga wavted the convention, and were 
ready to do everything to please the con- 
SE etemaiins ition, living as 

“I appreciate your. position, livin 
you ante Saratoga,” said Gen. Doyle, ‘* but 
the Democratic Party has been holding its 
conventions away as here in the northeast- 
ern partofthe State a eat many years 
and the western end ought to receive some 
consideration. / 

Cleark Deforest called the roll with the 
result that 19 committeemeb voted for 
Buffalo and 14 for Saratoga as follows: 

For Br 
four County Democra' urice J. Power, 

R. Voorhis, William P. Mitchell, and Rionard A. 
ningham; Andrew C. Fields of Westchester; 
George W. Weyant of Ruckiand; D. yen | Ber- 
rick of Albany; Daniel G. Griffin of Jefferson; 
Clint Beckwith of Herkimer; William B. Kirk of 
Onondaga, George TI. O’Neil of Broome, W. A. 
Poucher of ape gs Rice of Ontarie 
Thomas Brown of Mouroe, Robert A. Maxwell 
Genesee, Peter od Jonn M.- 
of Erie, and Proxy J. -Metoulf 


wif of Cate 





«ffalo.—Cord Meyer, Jr., of Quewns; the 
Ma: Sobn 


poamony men—James. J. Slevin, Hugh J. 

rant, urke Cockran, and Richard Crokér. 

:Proxies—John Foley, Charles M. Preston of 

Ulater, Eaward Murphy, Jr., of Renaselaer, 

Cyrus Stewart of Montzemery, George 8. Weed 

a A te gag §. Mason Smith of Oneida, and Prexy 
ns. 


The committee was about to adjourn, 
when Bourke Cockran suddenly thought 
of the call, and he moved the appointment 
of a committee of three to draft it. Chair- 
man Murphy appointed Mr. Cockran, D. 
Uady Herrick, and James Ridgeway. The 
committee returned in 10 minutes with the 
following call, which was adopted without 
a word of discussion: 

SARATOGA SPRINGS, Aug. 16, 1888,—Lfhe Dem- 
ocratic electors of the State of New-York and 
all those who approve of the principles Wational 
and. set fortn in the platform of.the National 
Democratic Convention held at 8t. Louis are in- 
vited to elect three delegates and three alternate 
delegates from each Assembly District to attend 
a State Convention to be heid at. Buffalo, Sept. 
12, 1888, at 12 o’clock noon for the purpese of 
nominating candidates for Governor, Licuten- 
am-Governor and Judge of the Court of Ap- 
peals. EDWARD MURPHY, Chairman, 

CorRD MEYER, Seeretary. 

It will be noted by the careful observer 
that the convention will be restrtcted in its 
business entirely to the noniination of the 
candidates, There are no electors at 
large to be elected, as in the Re- 
publican Convention, and no new State 
committee to be elected. Mr. Herrick 
asked Messrs. Ridgway and Cockran if they 
desired to add to the call any such formula 
as “and any other business that may be 
presented for transaction,” a phrase, by the 
way, that occasionally tails up the cull, 
but both these gentlemen said: ‘ Nothing 
of the sort is necessary.” As Mr. Cockran 
r presents Tammany and Mr. Ridgway the 
Kings County Democracy, both of which 
organizations are on ‘friendly terms with 
the Governor, it is to be presumed they ex- 
pressed his views upon this little point. So 
there will be no new State Committee, and 
Chairman Murphy will continue to preside 
over the State Committee’s deliberations. 

Immediately after the adoption of the 
call the committee adjourned to meet in 
Butfalo at 8 o’clock on the night preceding 
the day of the convention, ata place to be 
designated by Chairman Murphy. The 
Genesee Hotel will probably be designated 
as the meeting place. * 

Tammany is once more on the losing side 
in — eo vote against Buitalo, and the 
County Democracy scores another little 
point which may or may hot be attributa- 

le to the sagacity of its leaders. The Buf- 
falonians will doubtless give the “counties” 
a warm reception. 

The politics played by the Governor's 
friends is questionable. ‘The 18 committee- 
men who are now training with Daniel 
Manning’s old lieutenant, D. Cady 
Herrick, seem to understand the game 
of politics better than the others. 
They would not, for — instance, 
invite attention to any numerical weak- 
ness as the 15 did to-day. Had the latter, 
upon discovering this morning that they 
were in the minority, voted with the 19 for 
Buffalo, the outside world would never 
have discovered that only a small- minor- 
ity of the committee can be handled by 
any one man in thisState. Herrick’s merry 
men have not studied the practical meth- 
ods of the late Mr. Tilden in vain. They 
seem to comprehend a situation and take 
advantage of it. 





MURDER BY WHOLESALE. 

Lone Branca, N. J., Aug. 16,—Adolph 
Harman, who has been employed as elerk at 
Morford & Brownr’s grocery and. housefurnish- 
ing establishment on Ocean-avenue, near West 
End Hotel, shet his wife through the heart, 
killing her instantly. He also shot his mother- 
in-law, Mrs. Hayes, and then biew his vrains 
out, at Hivhland, N. J., this noon. 

About 8.x years ago Harman. shot and at- 
tempted, in a fit of jealousy, to murder Miss 
Krause of Long Braneh. Harman was then 
employed by Miss Krause’s father, who kept a 
lager beer saloon in the village. Aithough he 
was arrested and indicted, the matter was al- 
allowed to die out without coming to «# trial. 

Five years ago he married M.ss Hayes of 
Long Branob, and, 1t appears, he had, without 
any cause, been extremely jealuus of her. 
Three weeks ago, while riding home with Mr. 
Jacob Pope, oue of the firm he worked for, 
he asked Mr. Pope if he would purchase a 
revolver for him. r. Pope declined, saying he 
was better without one. He then impertuned 
Mr. Brown to secure him one. Mr. Brown de- 
clined. Yesterday he told one of the young 
men employed in the store with him that 
he was going to New-York this morning to 
collect $41) that was due him. This morniug he 
asked perzaission to go to thecity. Permission 





faiied, however, tw report for duty, and the next 
beard from him was that be bad murdered bis 
wite and then committed suicide 


URS. PARNELL ON THE PLATFORM. 

Mystic, Conn., Aug. 16.—Mrs. Delia 
Stewart Parnell, addressing the National Con- 
vention of the Universal Peace Union, now in 
session here, avowed full sympathy with the 
peace movement and said that the Home Rule 


Party had always acted on peace principles 
Repiying to questions she stated that she had 
known the secrets of the Home Rule Party 
trom the start and the London Times's charges 
that Mr. Parnell und his colleagues have 
coppived at assassination or violence are, to 
her personal knowledge, outrageously false. 
Members are present from Europes, Agia, and 
Africa, and one of the speakers styies the con- 
vention a pariiam:nt of mankin The mem. 
bers from Asia and Africa have been in- 
structea to organize branches of the Peace 
Union wherever practicable there. 








GEN. HARRKiBUN'S LETTER. 
BuFFa.o, N. Y., Aug. 16.—Col. D. 8. Alex- 
ander of this city, wuo bas been acting as Gen. 
Harrjson’s private secretary since bis nomina- 
tion, has returned home. He reports that two 


days last week, when not busy with delegations, 
the Generali gave some thought to bis letter of 
acceptance and roughly outlined it. Gen. Har- 
rison expects to leave Indianapolis next Mon- 
aay to spend a few wreks en an island near 
Put-in-Bay, Lake Erie, where he has been in- 
vited by ex-Gov. Foster of Ohio and other gen- 
tlemen of the club which owns theisland. He 
will spend two or three weeks there with Mrs. 
Harrison and other members of his family. It 
ia his intention to return by Supt. 13 to be pres- 
ent at the reunion of his regimbat, the Seven- 
tieth Indiana. 





AND HE STILL LIVES. 

DECKERTOWN, N. J., Ang. 16.—John 
Lott, living near this place, is one of the beat- 
preserved men in the State. He is. 98 years 
-old, has keen eyes, not using glasses; long, :sil- 
very hair, and stands straight as a feed. He 
was born near Warwick, N. Y., and has never 
smoked, and, althougo he has distilled many 
gallons of rpm, has drank but-little, He reaas 
the papers and keeps posted on current events 
He is a Democrat, and has voted for every can- 
didate this party has nominated for the last 60 
years. 

Speaking of the tariff he says: ‘I’ve heard 
this tarilf bosh for 65 years; and they can’t puak 
it dewn my throat.” Last week he walked 16 
miles in fuur hours, 





TO VOTH FOR CLEVELAND. 

Bourrato, N. Y., Aug. 16.—Louis Wein- 
meyer is a well-known German druggist. “ Yes,” 
said he to-day, * itis true that I intend to vote 
tor Cleveland and Thurman this Fall; but I do 
not wish to make any aieplay of the fact or gain 
any notoriety. lam abuaioess man, and nota 
ecto gece) but Toannot support high tariff. I 

ave voted the Republican ticket for 24 years, 
and I now leaye their ranks because, on oxreful 
investigation of the questien, lam cunvinoed 
that the doctrines they adhere to prove injari- 
ous to the eountry, and especialiy so to the mid- 
dle and poorer classes. > ai 


TREMER’S RACE WITH O'OONNOR. 

ToRONTO, Ontario, Aug. 16.—Teemer’s 
articles for his race with O’Connor have. been 
reeeived, They stipulate that the race shall be 


for $1,000 and the ree pntetny of Ameriga. 
George Faulkner is named as referee and, in the 
event of his not being acceptable, E. B. Ravin 
of the Boston Hera:d is named for the ition. 
The date of the race ie fixed for sept. 20. 








A young lad named Alexandez Walters 
entered the Newark Police Headquarters last 


ROBBED BY FOOTPADS. 





was do.ied him, as he could uot be spaied. He + 


‘domestic goods could 


Pe 


nignt and said that he and twe companions had | “8 





-NEW-YORK, FRIDAY, AUGUST 17, 


THE SENATE'S TOMFOOLERY 


AN EXPLANATION OF THE 
OHANDLER CAUCUS, 

A LIBERAL SUPPLY OF “‘ HARD CIDER” 
THE PRINCIPAL THING DISCUSSED— 
THE CHINESE TREATY BLUNDERING. 

WASHINGTON, Aug. 16.—“‘ Order of busi- 
ness” conferences of the Senate held last 
night at the house of Senator Chandler 
promise to be extremely popular with the 
pleasure-loving Republicans of the Senate, 
and it is intimated that they will be held 
with great frequency before the close of 


this session, which the Republicans are de-. 


termined to make the longest on record. 
The people are taxed to pay for every day 
of a session of Congress, for every day that 
the session is prolonged increases all 
of the expenditures except those for the 
yayment of. the salaries of members and 
annual clerks, The conference of last 
night, it is learned, really devoted a very 
small part of its time to the consideration 
of the Senate’s order of business. The first 
conference was held at Senator Evarts’s 
house. The “spread” made by the hospita- 
ble New-York Senator is said to have ex- 
cited the rivalry of his Eastern colleague, 
who quite outdid Mr. Evarts in the way of 
“*hard cider lemonade,” stirred up with 
“‘aticks” of liberal diameter. It is suspect- 
ed with good reason that Mr. Chandler 
dropped something into Mr. Allison’s lem- 
onade that made him forget in his re- 
port of the proceedings that two and a 


half hours of the three spent in the home 
on I-street were consumed in anetfort on the 
part of half adozen of the Senators to aban- 
don their obstinate and unpatriotic demand 
tor free salt, tree lumber, free sugar, and 
for reductions on sonie other things that al- 
ready cost the West a great deal too mych. 
Rather less than an hour, 1t is learned, was 
gs up to cousideration of the “or- 

er of business,” and it is said that 
three or four Senators were outspoken 
in their demand for the production of 
areduction bill, or for a speedy adjourn- 
meut to stop the tomfoolery that would 
presently provoke a new burst of popular 
indignation against a body that is already 
sufficiently unpopular. ‘There is no con- 
cealment of the determination of the Re- 
publicans to make a tariff bill, if they 
make one 4t all, that will assist Mr. Foster 
of the Republican Leagne in ‘frying the 
fat” out of the trusts. The Republicans are to 
take good care of the manufacturers in order 
that the manufacturers may be induced to 
surrender their ‘‘fat” when called upon to 
do so. Mr. Blaine’s apologetic speech torthe 
trusts of the country has given the cue to 
the Senate, and it is by no means improb- 
able that even Mr. Edmunds, who was 
snubbed by Mr. Blaine at Gen. Arthurs 
funeral, may be induced to, bow submissive- 
Wy to the dictation of the “ uncrowned 

ing.” There is to be another “ order-of- 
business” conference, but it is not yet 
known who will furnish the ‘‘ hard cider.” 


A notion of the sort ‘of people the Repub- 
licans of the Senate find intheir way in 
making up a Tariff bill is gained from a 
conversation between ex-Secretary McCul- 
loch and Mr. Plumb of Kansas. They met 
in the office of a Democrat. Said Mr. Me- 
Culloch, who is a low tarift Republican, 
who made a low tariff report as Secretary of 
at Treasury when Gen. Arthur was Presi- 

ent: : 

**Look here, Mr. Plumb, how are you go- 
ing to vote on the Tariif bill?” ; 

Mr. Plumb suggested that the weather 
was warm, and thatthe tariff wasa big sub- 


ject to break open with the thermometer at 


**No;I don’t pee it, answered the cheery 
ex-Secretary, “ but just say what you will 
do on the general proposition for a reduc- 
tion ?” 

The Kansas Senator hesitated for a mo- 
ment. ‘ Well,” he answerd, after a pause, 
**I am for a tariff, but not tor the tariff.” 

The ex-Secretary was satisfied. ‘* That 
will do, Mr. Plumb,” he replied, “and I 
msoger Kansas is about of that mind too, 
e 


There was no further answer. 
» 


In their haste to deprive the Administra- 
tion of the credit of securing by treaty a 
prompt exclusion of the Chinese from this 
country Senators Stewart, Dolph, and 


Mitchell ** have made a mess” of legislation 
that the Oregon, Nevada, and California 
people will tind interesting. Tie Chinese 
treaty, carefully executed by Mr. Bayard 
and the Chinese Minister? did not exactly 
suit the Republican Senators, who amended 
it. That made it necessary to submit it 
again to China for approval of the changes, 
with the expectation that the treaty would 
go through the Senate unchanged and that 
it would be ratified at once. A bill was 
prepared under the eye of the State Depart- 
ment to carry out its provisions of exclu- 
sion. The bill was good when prepared 
after the Republicans had caused delay by 
amendment, but the conditions were 
changed by the amendment of the treaty. 
Impatient to rob the Administration 
of the credit of securing the exclu- 
sion of the Chinese, Mr. Stewart 
appropriated the Administration bill anid 
had it passed as hisown. Itis now in the 
House Committee on Foreign Attairs, An 
examination of it reveals the tact that if 
adopted 1t will throw open the ports of this 
country without restriction to Chinese im- 
migration for months to come. The first 
section provides that the bill shall take 
effect from and after the date of 
the ratification of the treaty. That 
would have been all right if the 
treaty had been promptly ratified, But 
mark what Senators Dolph, Mitchell, and 
Stewart have done besides. The last sec- 
tion of the bill repeals the exclusion acts 
of May 6, 1882. and July 5, 1884, thus 
wiping out every statute by which the 
Chinese are Kept out of the country. If the 
bill were to pass and be approved it would 
afford the Chinese several months of unre- 
siricted opportunity to comein and establish 
themselves on the Pacific coast and else- 
where, for it is doubtful whether the Chi- 
nese Minister will return the treaty before 
November. But there was no danger that 
the bill would have been approved even if 
the House, disregarding the Senate’s biun- 
dering haste, had sent the bill to the Presi- 
dent. On the contrary, the President would 
have been attorded a chance to remind the 
Senate, ashe has before done, that it can 
resort to small tricks in order to gain 
olitical campaign. As it is, the Foreign Re- 
ations Committee of the House will amend 
the bill so as to continue tho existing exclu- 
sion laws until the new one can becume op- 
erative. The haste of the Senate commit- 
tee to report the bill reveals the fact also 
thateven Mr. Edmunds, Mr. Sherman, Mr. 
Frye, and Mr. Evarts are not the most care- 
ful committee workers in the world, for it 
was necessary tu have their consent to the 
report of this bill, which is in its present 
shape nothing less than a free admission 
measure, 


s* 
* . 

The House Committee on Printing has 
recommended that the resolution intro- 
duced by Mr. Buchanan directing an in- 
quiry into the allegation that the Public 
Printer has been purchasing English felt at 
a@ price higher than that for which the 
have been obtained 
be laid on ‘the table. The reason for this 
recommendation jis found in a _ letter 
from Mr. Benedict” accompanying the 
report, in whic he says that all 
the felt used in the office was 

urchased from a New-York. firm. .-He has, 

says, endeavored to make the office thor- 
oughly representative of American skill, 
progress, and intelligence, and he has not 
only declined to purchase any material 
whatever of foreign manufacture, but_has 
distinction in favor of Eng- 

8 that prevailed under his 

the small. matters of ink, 

also’ Seger upon th 





preference to citizens, either native born or 
naturalized, in the matter of retention, and 
adds that a number of aliens were dis- 
charged solely for the reason that their 
neglect or failure to take the proper steps 

become citizens was, in his opinion, a 
disqualification for a place in the public 


service. He has also observed the same prac-. 


tice in the case. of appointments. 


Notwithstanding the fact that the House 
to-day passed the Fortification Appropri- 
ation bill, Chairman Townshend of the Mili- 


tary Committee intends to push the report 
of the conferees on the Army bill, which 
embodies the provision for seacoast 
armament inserted by the Senate. The re- 

ort must first be made to the Senate, but 

r. Townshend is hopeful of getting it be- 
fore the House in a day or two. ® Bays 
that in his opinion there will be no pro- 
vision for. fortitications this year if the 
House fails to concur in the conference re- 
port, as he is satisfied that the bill passed 
to-day cannot become a law. 


The computations of the effect of the 
changes made by the conference commit- 
tee in the Naval Appropriation bill have 
been completed, rigs 8 that the total 
appropriation carried y that meas- 
ure as it comes. from conference 
is $19,933,224. As it came from the 
House the bill appropriated $20,003,074, 
which the Senate increased to $20,193,243. 
While the items for the increase of the navy 
remain unchanged in substance, the amount 
of money appropriated for that purpose 
during the present year has been slightly 
reduced. - 

The Senate Committee on Military Affairs 
to-day authorized its Chairman to prepare 
a bill giving to the Major-General com- 
manding the army all the rights, privileges, 
and powers that have been enjoyed by the 
General and Lieutenant-General of the 
Army when those offices existed. This_ac- 
tion is taken xo as to enable the Major-Gen- 
eral commanding to fill those special as- 
signments which bv law fall to the bead of 
the army, and which are not provided for 
otherwise by statu te. . 


The House bill authorizing the President 
to appoint Andrew J. Smith, late Colonel of 
the Seventh Cavalry and a Major-General 


of volunteers during the war, a Colonel of 
cavalry in the army,was reported favorably 


from the Committee ou Military Affairs to- 
day by Senator Hampton. 
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LIJ7LB GAME. 


SOME RESULTS OF THE UNION LABOR 
CONVENTION IN MICHIGAN, 

DETROIT, Mich., Aug. 16.—The Union 
Labor Party Convention of yesterday had an 
aftermath that may turn out far more mis- 
chievously for its participants anc those wuom 
it was intended to aid than they anticipated. 
It seems that when Bartley Breen, with the 
alleged proxies of the labor men of five coun- 
ties of the upper peninsula in his pocket, 
was refused admission to the conveution with 
power to vote for all the counties he claimed to 
represent, he withdrew from the body with lit- 
tle eeremony or dewonstration. Perhaps a 
dozen more Greenbackers anda ‘Oemocrats, 
who had been actually engaged in working 


up a scheme to cCipture the cenvention in 
the interests of the Democratic-Fusion Party, 
retired with Breen to the parioref a hotel, 
where they orgauized another ‘ cofivention,” 
and with the aid of their proxies influted its 
Dumbers to a ovnsiderable size. They th no 
tormally indursed the existing Democratic- 
Fusion . ticket i:em top. to _doltom and, 
ip Lhe Vacancy caused by Breen’s declination to 
run ior Auditor-General, they furmaily reinsert 
ed that name as tbe Labor candidate and re- 
quested the Fusion State Central Committees to 
adupt him as their candidate, whieh will be 
duubtiess done. 

Ali this fujly confirms what the Republicans 
have been charying ever since Breen withdrew, 
viz., that his resizuation wus part of @ game to 
throw dust in the eyes of the Labor Party, 
while be consented to be used as a stool pigeon 
to decoy that party into an in- 
dorsement of the Democratic-Fusion 
tickes by an agreement to muke that 
iudorsement a return fur the Democrats pytting 
Breen as the labur 10m nee in the vacangy on 
Ubeir ticket, Which be biwself made and which 
has been purposely kept epen ever since the 
withdrawal twok place. Tie whole vusiness 
Was an exceedingly clumsy plece of trickery, 
and would reflees Luo credit on asetuf juve- 
bie pol.icans of the freshest deseri; tien. 
The per.ormanuce of Breen and the lew men 
working with bimu last nigbt demonstrates that 
the game which the Republicans declured was 
being pinyed bas been, iu fac:, carried out with 
uot # little painstaking and expense, 

The reault 1s likety to be to seriously injure 
the Burt ticket alnoug the workingmwen. Tuere 
had been some tuought of runwing Breen avalu 
for Conuress in the Upper Peninsuia district, 
where he came so near being elected iust Win- 
ter, but it is theught twbis jast expe- 
rience will destruy nis influence, which 
was lurge among the iron and copper mines and 
lumbering peopie in his region. The United 
Labor candidate for Superintendent of Pubiic 
Instruction nominated yesterday turus out to 
be Mra. S&S. E. V. Ewory of Lansing, a woman. 
suffrage advoeate and geveral laver agitator of 
some iocal notoriety. 





SUMMER OcvAOCHING PARADE, 

MapPp_Lewoop, N. H., Aug. 16.—The White 
Mountain coaching parade, Which takes place 
here next Monday, will probably be the largest 
aituir of the kind ever witnessed in New-Kug- 
land. Tue hotela all through the mountains, 
within a radius of 50 wiles, will be represented. 
Justice Lamar of tue United States Supreme 


Court will make the award of the fullowing 
prizes: A gola-wvunted whites silk staudard tor 
the coucbioad ef prettiest young lavies; a red 
Siaudard ior the wost Dandsumely decvrated 
coach; a blue standard fur the hanisomest 
horses and trappings; and a siaudard to the 
coach coming the grealest ulstance. ‘Lhe line 
of wareb will be frow the Maplewood Hotei, up 


Beil ebeu-street to tue Cexiconial House and” 


return, the round trip covering three wiles, It 
is expected that every building aluug the route 
will be decorated. 





YACHTING NOES. 

GLOUCESTER, Mass., Aug. 16.—The yacht 
Fortuna arrived to-day, having on board Mr. 
Hovey and Churles Longfellow. Cupt. New- 
comb reports that the yacht left Southampton, 
Englani, July 14. After passing the Lizard 
strong Westerly winds were experienced during 
the entire voyage, All weil. 

CuEstTrER, Penn., Aug. 16.—The iron 
yackt Ciiftun, built at Roacn’s ship yard for «. 
H. Mallory of the Mailory Line of steainers, was 
launobed this wuruivg. The boat 1s 100 feet 
ioug, 31 teet 6 iucues Leaw over guards, and 8 
feet 6 inches hold. she will bave compound 
engines. 


THURMAN’S CAMPAIGN WORK. 

CoLumBus, Ohio, Aug. 16.—The Hon. Al- 
len G. Thurman will leave Columbus next Mon- 
day afternoon for Port Huron, Mich., where he 
willopen the campnignu for the Democracy on 
the fullowing Wednesday. Judge Tourman will 
be accompanied by uis son, Mr. A. W. Thucman, 
Congressman Ourlwaiie, aad other represeut- 
ative Dewovrats. The party will arrive ab Lo- 
leuo Monday evening and leave that eity ou the 
following mMoruing, arriving at Port Huron the 
same afternoon. ‘The eutire purty will retura to 
this city on the following day. 








BUILDING FUNERAL OARS, 
ALBANY, Aug. 16.—At the West Albany 
car shops of the Central-Hudson. Ruilroud 
there are being constructed two funeral fare. 


These are of unusual excellence, being finished 
in the interior with mabucany- richly carved. 
There is one compartment for the coffin aud a 
larger one for the mourners. These ears are to 
be used about New-York City. They are the 


first of their kind ever constructed at the shops 


here. 





THROWN FROM THEIR OARRIAGE. 
HAVERHILL, Mass., Aug. 16.—This morn- 


ing while C. W. lowle of Riverside was bring- : 


ing a@ party to the city proper his horse took 
fright and ran away. Mr.and Mrs. Towle, their 
two children, and Mrs. W. W. Hamin and cutid 
were thrown from the carriage, all veing in- 
jured, The horse fell upon Mra. Hamm's baby, 
4 months old, kiliing 1. shy 4 i 


; 
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MORE THAN A HUNDRED LIVES 
SWALLOWED UP. 


THE STEAMER THINGVALLA RUNS 
DOWN THE GEISER. 

THE STRICKEN VESSEL SINKS WITHIN 
A&A FEW MINUTES, CARRYING DOWN 
HER HELPLESS PASSENGERS—ONLY 
THIRTY-ONE PERSONS SAVED—THE 
THINGVALLA ABLE TO PROCEED ON 
HER JOURNEY. 

About 40’clock last Thursday morning 
the-steamships Geiser and Thinvalla, both 
of the Thingvalla (Danish) Line, met in 
collision about 30 miles south of Sable 
Island. The former went down in a few 
minutes with 105 persons, 72 being passen- 
gers, including several children. The 
other steamship had her bow crushed 
in below the water line, and the bulkhead 
of her first water-tight compartment was 
all that prevented her from sinking. 
of her passengers or crew were lost and they 
succeeded in rescuing 14 passengers and 17 
of the crew of the doomed vessel. 

The weather at the time of the awful dis- 
aster was rainy and hazy, there was a 
heavy sea on, and the wind was blowing 


fresh. About noon the same day the 
steamship Wieland of the Hamburg- 
Americar Pa ket Line came up 
with the disabled Danish steamship, 
und at her Captain’s. request took aboard 
not only the survivors of the Geiser, but all 
the Thingvalla’s passengers, 462 in number 
and proceeded on her voyage to this port. 
The Thingvalla, thus relieved, had her for- 
ward exposed bulkhead braced to stand 
the external pressure, and when last seen 
was making slow time for Halifax, esti- 
mated to be between 160 and 180 miles 
distant. The weather was at the time and 
has been since favorable for a safe passage, 
and it is believed that she will make the 
harbor without accident. 

This, in brief, is the story of the disaster, 
the details of which were first received ir 
this city yesterday afternoon when the 
steamship Wielaud, Capt. A: Albars, ar- 


rived. 

The Thingvalla cleared from Copenhagen 
Aug. 1 and from Cbristiansand Aug. 4, 
bound for this port. She was in charge of 
Capt. S. Laub, and while not heavily 
freighted, carried a big load of Swedes and 
Danes. The iron steamship Geiser left 
New-York for Copenhagen last Saturday 
in command of Capt. Carl W. Muller. She 
was toaded down with general merchandise, 


and had besides 107 passengers a crew of 
50. Both steainships made fair average 
time, and nothing occurred of an eventfal 
character until Tuesday morning just be- 
fore daybreak, when they were south 
ot Sable Island, perhaps 30 miles. 
The weather was what mariners 
term as nasty. The sky was black as ink 
and a fine misty rain had been -falling for 
hours. The wind was blowing half a gale 
from the southwest and at times 
was so stift that it fairly lifted the 
curtain-like vapor and made the 
ocean visible for half a dozen boat 
lengths. This was a peculiarity of the 
weather, and happened at such frequent 
intervals as to become very annoying to 
those on watch. There was a high swell on 
also, and some of the seas swept the decks 
and made the big craft labor considerably. 

It was during one of: the dark moments 
described that the two steamers approached 
each other unknown to the officers on the 
bridges. The first intimation of danger 
they had was when the veil of night was 
rent asunder, revealing the awful situation. 
‘The steamers were so close that a collision 
was only the matterof afew moments. The 
steamers were not running at full speed, 
but it did not need an experienced eye tu 
tell what the crash would result in. The 
officers gave hurried orders and availed 
themselves of the only chance to minimize 
the force of the blow. The 'Geiser’s helm 
was jammed to starboard and the Thing- 
valla’s to port while the engines of both 
steamships were promptly reversed. The 
alarm had barely been given to the officers 
below and they were not fairly awake, 
aud about all the passengers and many 
of the crew were fast asleep when _ the 
prow of the Thingvalla, towering high 
above her sister ship, plunge into 
the starboard side of the Geiser 
with a terrific crash and _  tremen- 
duous shock. The scenes that followed 
no pen can describe. ‘there was @ momen- 
tary stillness and then hoarse cries of men 
mingled with agonizing screams of women 
and the wails of children were heard dis- 
tinctly above the roaring wind. 

The interlocked vessels separated in a 
few minutes, and the rift of light whica 
betokened the breakingof another day dis- 
closed in a@ measure the damage done to 
both steamers. ‘There was a hole in the 
side of the Geiser large enough to 
drive three elephants abreast, and it 
extended from below the water line 


None 


clean to the bulwarks and half way across: 


the beam. The forward cabin had been 
smashed like a paper box, and it 
is believed that @ score or more 
slumbering passengers were killed out- 
right or battered into insensibility. The 
bow of the Thingvalla was broken 
some distance below the deck and torn 
open to the water line, making a gap not 
less than 25 feet square. It made her bow 
look in the early morning light like 
the stern of a vessel with her rud- 
der gone and a big block of the hull 
chopped away. When the Thingvalla’s bow. 
was withdrawn by the reverse action of the 
wheel, one of the officers of the Geiser was 
discovered clinging to the anchor chains. 
He afterward told a thrilling story of his 
harrow escape. 

Following the collision there was a per- 
fect panic among those on both steamships, 
especially on the Geiser. She began to take 
iu water through the big sluiceway 10 her 
side at a rate that meant only one thing. 
Capt. Muller did his best to control his crew 
and clear away the lifeboats and other 
life-saving apparatus, but there was s0 
much excitement that he was only partly 
successful. A life-raft was launched, and 
there was a scramble to get to it. Many 
men leaped into the sea to reach it, and 
a few women aud children were lowered to 
There was such a rush for 
the lifeboats that the seamen were bam- 
pered in their work, and in two 
cases, at least, the davits were 
broken at one end, and the 
boats became suspended and useless. A 
large number of the frantic persons had the 
presence of mind to find life preservers aud 
put them on before jumping overboard. 

To the survivors and those on board the 
Thingvalla 1t seemed barely five minutes 
after the collision that the Geiser settled, 
and after rocking to and fro like a cradle 
disappeared like a chip in the 
vortex of Niagara’s whirlpool. The 
lite raft, with its human freight, and many 
ot the persons struggling in thé water, were 
engulfed. The raft came to the surface 
again, but was barren of life. « 

Capt. Laub, of the Thingvalla no sooner 
discovered that his steamer was in dan- 

r of sinking than he ordered the 
ifeboats lowered and manned, and 
had tossed into the ocean a. large 
number of life preservers. These 


prompt measures were the means of saving 


many lives, but only a minority of those 
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been lost, as he was almost exhausted. The 
Thingvalla boats cruised about the spot 
where the Geiser went down until long 
after sunrise and until there was no longer 
any ho of rescuing any more per- 
sons. uring this~mournful task the 
cargo of the Thingvailla was shifted aft to 
lift the bow as much as possible, and the 
carpenters were set to work to strengthen 
the bulkhead with heavy tinfbers. 

The steamship Wieland passed through 
the floating wreckaze about 10 o’clock, 
by which time the disabled Thing; 
valla had drifted ont of sight to 
the northeast. Capt. Albers examined 
the wreckage and finally discovered 
one of the lifeboats of the Geiser. This 
was plain to him, and he ordered a sharp 
lookout. A quarter of an hour later the 
Wieland struck a field of oil, which is 
supposed to have come from the 
cargo of the sunken vessel. An bour 
and a half later a steamer 
was sighted flying a signal of distress. It 
proved to be the Thingvalla. The transfer 
of the survivors and the Thingvalla’s pas- 
sengers was made with difticulty, tr | 
toarolling swell, and the work ovcupie 
several hours. 


« ON BOARD THE GEISER, 

Third Officer Jorgin D. Petersen of the 
Geiser, who was the officer on the watch 
when the terrible accident took place, tellS 
athrilling story. He was the man who res- 
cued Capt. Miiller—wiho staid by his vessel 
to the last—from drowning. For this he 
Was warmly congratulated by the officials 
of the company last night. He is tall 
and well built, and has uw complexion 
that has been sunburned into a reddish 
bronze color. He was fonud last night 
aboard a ferryboat bound from Hoboken 
to New-York. William Baht, a bookkeeper 
and contidential clerk in the office of the 
Thingvalla Line in this city, was with him. 


Officer Petersen does uot speak English 
very fluently, and Mr. Baht acted as his 
interpreter. 

He said: “I had just come upon my 
watch on the bridge when the collision 
occurred. Of the particular incidents at- 
tending the accident I can say nothing. [ 
remember nothing. No soover had 
I gone upon the bridge than the 
crash came. The steamer struck 
us amidship, but knew nothing 
about the Thingvalla’s presence until the 
collision occurred. My term oy the watch 
bey in just at 4 o’clock in the morning, and 
1t was precisely at that hour that the crash 
came. [ ran down vu the deck and tried 
to assist in making clear the first boat £ 
came to. I gave special attention to this 
work, anda number of others were work- 
ing to the same end. As soon as the boat 
got down to the water it capsized. Almost 
as soon as the collision occurred the Captain 
who had been below in his berth, was on 
the bridge and in command. After the first 
boat had capsized I went to assist the sec- 
ond boat in getting clear of the vessel, Be- 
fore I got to the boat u number of the boat- 
men and passengers Were trying to get 1¢ 
off. This boat also cups.zed when it got to 
the water. 

* All this happened within a very few 
minutes. ‘The vessel was beginning to 
sink very rapidly. ‘There was but little 
confusion on the deck at the tine, although 
all the passengers seemed to be trying to 
save themselves. I ran forward on the 
deck ‘and found some of the assistant 
engineers and .firemen trying to get 
away a life raft. At this moment 
the vessel began to sink with terrible 
rapidity and the people were jumping over- 
board. There was nothing to stay on the 
steamer for now, and | jumped overboard, 
too. When I came to the surface of the 
water there was no trace of the Geiser. 
All vestiges of her’ bud disappeared. It 
was not light, although it was about day- 
break, and the rain was falling. Every- 
thing was in semi-darkness. 

“] swam about just as a number of other 
people were swimming about. ‘There were 
a number of life preservers also tloating in 
the water. About thetirst thing that I came 
to after I struck out to save my lite was an 
upturned boat with a number of people 
clinging to it for their lives. I swam past 
this and the next thing came to 
was also an upturned boat. There 
was but one man ¢clingiug to the bottom of 
this, a sailor named Mildorf Waldemar. I[ 
swam up, and alter had been clinging to 
it a very little while I heard somebody 
shouting out. ‘Ihe semui-darkness pre- 
vented me from seeing who it was. [ 
thought I recognized it as the 
Captain’s voice, and I grabbed a life pre- 
server and threw it to him. He missed it. 
I grabbed up another and he missed this 
one too. He caught the third one, and then, 
with the aid of two oars that I found float- 
ing on the water, [ assisted him to the up- 
turned boat and we all clung to it. 

* As soon as the Thingvalla pulied out of 
the collision she began to assist in saving 
life. One of her boats came to us, but the 
Captain said: ‘No, save everybody else 
tirst.’ The Captain was the last man to 
leave the sinking ship. He staid upon the 
bridge until the ship went down, and when 
it did he went down with it. We were 
tinally picked up by the Thingvalla. I 
should say that five or six or seven minutes 
elapsed between the time of the collision 
and the time I jumped into the water, 
have no opinion to express as to the cause 
of the collision.” 

P. J. Jorgensen, the second officer of the 
ill-fated Geiser. gives a graphic description 
of the scenes in the vicinity of the wreck. 
**I was asleep in my berth,” suid he, “when 
1 was awakened by a terrific crash. Open- 
ing my eyes 1 saw the ancbor chainsof a 
vessel directly over my head, aud instant 
the truth flashed upon me. I immediately 
caught hold of the chains, just as the two 
vessels began to recede frow each other in 
the rebound. I climbed to the deck of the 
Thingvaila and went to work trying to help 
those who needed assistauce. | saw the 
Captain of the Geiser coming along the 
bridge, with nothing on but his under- 
clothes. ‘he boat then went down, about 
seven minutes after the collision. ‘Che Cap- 
tain went down with his vessel and re- 
mained under the water ior a minute anda 
half, to the best of my judginent. When 
he came to the surface be was rescued by 
Second Officer Petersen, who, with two 
others. was on the keel of a boat which was 
turned hottom side upward, The officer 
first threw a life preserver to the Captain, 
and then reaching out an oar, pulled him 
in. Midshipman Racour, a lad of about 
16, was also rescued by Petersen in the 
same manner. 

“There were a great many persons float- 
ing in the water at the time. Fifty or sixty 
people had crowded into one bvat, and to 
ease up its weight as much as possibile all 
the life preservers and oars were thrown 
overboar It was still too heavily loaded, 
bowever, and tinally capsized, and before 
assistance could ve rendered half of the peo- 
ple init were drowned. The majurity of 
those who lost their lives never got out of 
their beds. 

“It required great effort to quiet the peo- 
pleon the Thingvalla, but this was partially 
done before the greater number of passen- 
gers came on deck, and a panic was 
averted. No one was lost from the 
Thingvalla. She had a hole torn in 
her bow 20 feet in diameter, but her 
air-tight compartment kept her from 
sinking. Idonot know how the accident 
occurred. Our lights were all lighted, but 
the night was very dark, rendered so by a 
heavy rainfall. Neither vessel was sighted 
until it was too late toturn from their re- 
spective courses.” 


ON BOARD THE THINGVALLA. 

Amanda Sigel of Christiania, who was 
coming over in the steerage of the Thing- 
valla to earn a living at service in this 
country, asso many of her countrywomen 
have done, told an interesting story of the 
disaster on the deck of the Wieland last 
night. For two days, she said, the officers, 
crew, and passengers of the ship had been 


talking about the Geiser and the chances of 
meeting her before the Thingvalla 
come within sight of land. On the 

d r word passed 





meeting the Geiser, probably because it 
had been so much talked about, and a num- 
ber of young people in. the stecrage of 
the vessel agreed to sit up and watch 
for the expected steamer. According 
to ‘Miss Sigel, a party of half a dozen 
young men and girls gathered together in 
the after part of the steerage, determined 
pb remain awake until the Thingvalla and 
eiser should pass. The long hours of the 
night were whiled away by the telling of 
stories and the unfolding of plans for the 
future, to be adopted when thé shores of 
the New World were reached. Shortly after 
3 o’clock the watchers became tired and dis- 
couraged with their vigil and retired to their 
respective berths. : 

Tat once fell asleep,” said Miss Sigel, 
“and was awakened by being thrown from 
my berth by the shock of the collision 
Almost every passenger in the steerage had 
been thrown to the deck by the crash, and 
instantly a scene of the wildest contusion 
ensued. The people seemed to have bean 
transformed at once into a horde of mad 
creatures, It was bad enough in the after 
part of the ship where I was, but it was 
much worse forward. Men, women, and 
children came rushing aft shouting that the 
ship was sinking. ‘This turned the. panic 
into pandemonium in the steerage. People 
rushed up the companionways shrtiekiti 
like maniacs, and those who were behin 
endeavored to pull back those ahead so as 
to precede them to the deck and get a 
chance to go in the boats, which wero even 
then being slung from the davits, As the 
steerage passengers came on deck they were 
met by ofiicers of the ship who assured 
them that there was no immediate danger, 
but as the water could be héard rushing 
into the ship it was a long time before 
even comparative quiet could be tfe- 
stored, will never forget the 
scene in the steerage an_ instant 
after the collision. The people did not act 
like human beings; they were savages, 
beasts, brutes, whose only thought was 

ersonal safety. ‘The men acted worse 
han the women, and ruthlessly crowded 
ahead of their wives and children in their 
mad rush to the deck. The womien, as a 
rule, collected their children around them 
and prayed for deliverance. All this time— 
and it was in reality only a few minutes— 
everybody in the steerage believed that 
the ‘ship was going down. ‘Those few 
minutes! Oh, God! they were awful! 
soon as I could I went on deck, and 
One of the officers who had bean kind to 
me told me to go below, as there was no 
danger. The vessel seemed to be sinking 
forward, and I went to the rail to be ready 
to jump overboard if she should sink. 
While cy the raill saw anumber of the 
Geiser’s passengers floating about on the 
wreckage. It was still very dark and raio- 
ing, but the vessel’s lights threw pale paths 
of light over the sea, and I could every 
little while see people float past, clinging 
to pieces of w and appealing te be saved. 

‘‘It seemed to be an awful time before the 
Thingvalla’s boats were lowered. I am sure 
I waited for half an hour before one reached 
the water from the davitsa ‘The boats 
seemed to be swung very high, and the man 
seemed to be unable to get them swung 
over the water. By the time the Thing- 
valla’s boat began picking up people from 
the water nearly all of her passengers were 
on deck watching the operations. Every- 
thing was then comparatively quiet, but 
inauv were weeping hysterically.” 

Jennie Biork of Gefle, Sweden, who had 
lived in Chicago for some years, but who 
had been visiting her native land, was also 
one of the party who sat up to watch the 
passing of the Geiser. Aiter she retired 
Miss Biork was unable to sleep, and was 
awake when the collision occurred, There 
was nothing, she said, to precede the coilis- 
jou in the nature of a warning. It was 
simply a crash, and then a panic, which was 
ouly quelled by the efforts of the officers as 
the steerage passengers rushed to the deck. 
Miss Biork is. sure that no whistle was 
sounded for a long time prior to the crash. 
She was thrown from her berth,and, without 
waiting for any clothing, rushed on deck. 
She could see the lights of another vessel, 
apparently only a few feet away, and could 
hear en shrieks coming across 
the water. Miss Biork remained on deck 
until the lights of the Geiser settled down 
eradually nearer and nearer the waves and 
were finally ingulfed, showing that the 
ship had gone to the bottom of the sea. 
‘Then, with a ery of horror, she turned to 
vo below and was met by athrong of shriek- 
ing passengers ascending. _ . 

“The ship is sinking!” they cried. 

‘“‘¥ don’t care, 1 am going down,” said 
Miss Biork, and she did go down the com- 
panionway over the heads of the mob asa 
boy coasts down hill Having reached the 
steerage, Miss Biork crawled into her berth. 

“Whatare you doing there?” shrieked a 
passenger, “ the ship is going down.” 

“All right,” said the philosophic 1 Miss 
Biork, “if she does I'd rather be drowned 
itt bed fhan in the midst of a lot of sav- 
ages.” And she staid in her berth until or- 
dcr was tully restored on the ship. 

Charlotte Audren was one of the first of 
those in the steerage of the Thingvaila to 
reach the deck. 1t was raining hard, she 
said, but there was no fog, and the lights of 
the Geiser could be seen until they were ex- 
tinguished beneath the surface of the sea. 
The excitement on board was terrible, and 
wus made more frightful by the shrieks 
from the Geiser and from a om in the 
water. Miss Audren sank upon her knees 
on the deck and cried, ‘‘ Lord save us!” a 
supplication that was taken Up and re- 
echoed through the ship. 

All of the Thingvalla’s people speak very 
highly of the manner in which they were 
treated by the officers of the Wieland after 
being transferred to that vessel. They were 
supplied with plenty of food, and those who 
had left their clothing behind were given 
enough to make them comfortable during 
the remainder of the voyage. 


CAPT. MULLER’S STORY. 

Capt. Miiller came ashore from the Wie- 
land on board the revenue cutter, He is a 
sbott, thick-set man, sturdy and weather- 
beaten, but apparently much broken by the 
fearful experiences through which he had passed 
within the past few days. He lost every rag ef 
ciothing and every bit of personal property he 
had aboard the Geiser, and when taken aboard 
the Thingvalla on the morning of the disaster 
was absolutely destitute of everything. His 
ftory of the occurrénes, while giving no expla- 
nation of why the collision teok place, was a 
most stirring recital. 

**We left the harbor of New-York on Satur- 
day, passing the Hook atabout nova. We had 
good weather, and at neo Monday we were in 
latitude 42°17’ north, longitude 63° 54’ west. 
At night it had begun to rain slightly, bus the 
weather was not bad, and I left the bridge 
at 11 o’clock, giving the ship in charge 
of Second Obicer orgersen, With orders 
to call me if it got hazy or foggy, or 
if anything was the matter. ff nothing 
occurred he was to call me at 12 o’tlock and let 
ine know what distanee had been made, I lay 
down on the sofa in the chart room. [aise gave 
orders to the ehief officer, Henry Brewnh, to call 
ine at 3 o’clock. At 12 o’ciuck I was called, and 
everything was all right. The weather was fine. 
At 8 o’clock the chief officer callei me. He said 
that the weather wre olear. I told him we 
would sound at 4 o'clock, and then dozed off to 
sleop again. ’ 


“T had just droppea asivep—it must have 
been at about 3:30—wnen I heard the first of- 
fiver call me leudly. He was excited, and 
shouted: ‘We are going to be ran down.’ [ 
— from the sofa and ran eut on the 

ridgé in nothing buat ig ict [ 
saw immediately the lights of a big 
steamer on the starboard bow. I could 
aleo distingaish her hull. The engines of our 
ship were going at full speed astern, and the 
heim had been thrown hard a starboard, | 
think, [had not more than time to notice this 
much when with a tremendons crash tne bow of 
the approaching steamer struck us hard and 
squareawidsnips nearly at right aagles to our 
ke-l. The blow took us just abaft the main Ngging, 
cut quarter way through us, and wade such a 
tremendous hole that [saw at once we could 
not stay afloat. Iatonce gave orders to have 
the boats launched, to send up signal rovkets, 
and fire a gun. 

“Tne confusion which followed, however, is 
beyond me. I cannvt describe is. beats on 
the bridge were launched, the starboad one, No. 
1, frat. The man at the stern be gd the fall 
however, ena the hoat filled with water and 
‘was swamped. No. 2, on the port side, was also 
launched, and she drifted away too far from the 
ship. to be of any nee. The only other 
boat launched was No. 8, The powder room 
was flooded, so no signais could be used. The 
men were working at the lifeboats amidship. 

“The mers bexan now to swath up 
from ow, and were completely panic-stricken. 
The confusion was awful; men were struggling to 
get to the bonts,and the women and thildren were 
shrieking and screaming. {[ eang out to life- 
boat men to look out forthe women and children 
first. Then I sang ont below for every one to 


brmg up tite ers. Thera were between 
600 and 700 of these on beard. The Danis 
‘was wo however, that they da 
net pay much attention to " 


and rushed G@eck without them. * 
fiv round life buoys on the bridve where 
Peeatced Par thesetnd aren ore 


As | 





until I was swept away by the water. I went 
down with the vessel, sucked if by the Yushing 
waters. It seemed to me ieee | be | mére than 
a minute under water, whirled het ovér heels, 
striking objects living and déad, 

“At length I felt that [ was rising. I did not 
lose consciousness at al, and suddenly shut up 
to the surface. I at O06 Bstrad 
hold of an var, which | clung to—swimthing to 
support myself—about 25 minutes. I could see 
the-lights of the Thingvalla, aud was surround- 
ed in the water by struggling human beings and 
floating boxes and barrels. At last I was hauled 
up On the keel of a boat, just ad I Wis ABOU 
ES up from é6xhaustion. The boats of the 

hingvalla were busy among the floating stuff 
picking up the drowning I was soen teken 
the boat keel and taken to the ship, where 
ovetything that ooduid be dong Was auiie to? ny 
comfort and that of thé rest uf the survivors. 

“We had barely chance to recover ourselves 
when we were obligéd t6 86t to work at once to 
fave the Thingvalla, She was almost in y sink- 
{ny condition. Her forefoot was ortshed in and 
she was makiug water rapidly through her for- 
ward bulkhead, tie only thing between her and 
the Atlantic Ocoan. To get at that bulkhead 
was theonly chanée Of saving our lives. In 
order té strengthen it amd keep it from aiviug 
way the cargo had to be taken up and shifte 
as rapidly as possible. At this werk everybody 
was engagéd that Gould 56 mate tse Of, passen- 
gers or orew: We got down to it tinally and sue- 
ceeded in strengtheming it so that the leakage 
gould be taken eare of by the pumps.” 

Capt. Miiller paused écedsionally in his fiarra- 
tive, and bis voice trembled now end then as 
some terrible picture of the aécident crossed his 
mind, When asked hew he explained the oollis- 
ion, occurring as it did en a night comparative- 
ly clear, he put his hands before him deprecat- 
ingly and said: “ How can I tell? I can nomore 
explain the cause of the accident than i cau tell 
now about something thatis happening in the 
fiver. That will all be broénglit out a6 thé in- 
vestigation, for I suppose this is something 
which will have to go before thé sourts, The 
only man who was on deck at the time and who 
Gan tell anything avout the reaséna why it oc 
ocurred is the third oflicer, Jorgen Petersen. He 
was on Watch When thé accident took place, I 
have told him to remember everything that he 
saw and to be ready to testify the whole truth 
only when the investigation takés place.” 

‘On the same forenoon,” continued the Cap- 
tain, ‘the Thingvallé sightea the Wieland and 
immediately hoisted signals of distress, At 
abeut 11 e’dlock she came alongside, The ton: 
dition of the Thingvall» was so Gritical that it 
Was thought best to transfer her own passen- 
gers and the surviving passengers and crew of 
the Geiser to the Wieland and take tuéi to 
New-York. This was accordingly done, 455 
passengers of the Thingvalla and 14 passengers 
atid 17 ef the crew from the sunkon steamer 
being transferred. I want to sayrignt here how 
well we were treated on board the Wieland, 
They were as attentive as they could be and 
made us very comfortable. 

«The Thingvalia cannot make at present more 
than two knots an hour with that big hele in her 
side, and ifany bad Weather should turn up she 
will have to turn &tern toitand avoid the sea. 
When we left she had drifted about five miles 
from the scene of the accident, and was about 
thirty-five miiles solth of Sable Island, ‘That is 
about 150 mile from Halifax, which ‘port she 
will try to make.. Capt. Laub said that he would 
hse every means to get the vessel into port, als 
though the boats would be kept in readiness for 
use at any moment.” 


WHO WAS RESPONSIBLE? 

The reluctance of Third Officer Petsrsen 
to state the name of the officer he was about to 
relieve when the crash of the collision came, 
aroused the suspicions of a great many who 
heard his story as to the reasons for 
his reticence. If Mr. Petersén’s motive 


was fo shield a fellow - officer from 
prenanes blame, his method was  sertaiuly 
wulty, for it was au easy matter by loeking 
up the disciplinaty and rotitine rulés in vogue 
on all transatlantic stéamers to ascertain that 
the third officer invariably relieves the first, 
and the fourth the second. Thus, the second 
and fourth officers. have their wateh below 
while the first and third have theirs on deok. 
As aresult of the third officers reluctande to 
speak freely in regard to thé wateh on deck at 
the time of the disaster, inquiries were at once 
set on foot which quickly revealed the fact that 
First Officer Brown, who was lost, was or 
should have been on the bridge when Mr. Peter- 
sen made his appegrance. There was a rumor 
afloat in the Stevens House last night, 
which it was impossible to trace to its 
origin, that the first officer was below when 
Mr, Petersen came on deck instead of being in 
his proper place on the bridge, and 1t was gen- 
érally considered that the third officer's reti- 
ovics was due to this fact If it should be 
proved to be true that the officer 
of the deck was below, and that the 
ahip was plunging thrvugh the ocean and 
the night without @ centrolling arm on the 
bridge, the disaster would bo 6asily ac- 
counted for, Officer Petetson if the only 
man who can solve this question, ana he was 
not disposed to do so last night. Both he and 
the Captain ery corey | éarly in the evening 
and could not be found during the night. 


——— 
THE LOST. . 

The official statement of the namber of 
passengers lost 18 72, an of tho officers and 
crew 33. The passenger list, however, contains 
only 68 hates. This discrepancy of 4 pbrsons 
is accounted for by thé fact that they were 
probably ehildren and not mentioned in the list 

Following is the list of the 

OFFICERS! 


Brown, Henfy, first mate, 32 years old, 

agelbrecht, third engineer. 

Foss, firat engineer. 

Larsen, seeond engineer, 

Gregersen, chief steward. 

Twenty-eight of the crew, whose names ceuld 
not be Jearned, were lust, They were all Danes, 
and lived in Copenhagen. 


PASSENGERS. 
Second Oabin 
Clausen, L. 


Evenfeidt, Bertha. 
Hammer, Capt, Goorgse. 
Melborg, J. v. 
Millson, R. 
Sechus, Mra, Dllen, 
Leebborg, Hilda. 
Steerage. 
Andersen, Amanda, New-York. 
Andersen, Anders, New-York. 
Andersen, Johanna, 
Andersen, Louisa, 
Aniersen, Majus. 
Berg, Elizabeth, and child. 
Bergstrom, Hilda. i 
Boekiand, J., a @ 
Braath, C i" 
Oarleon, C. > 
Ohristenevh, Cauliné, and two children. * 
Curisteffersen, Ole. 
Frederickeen, J., and two children. 
Gabrielsun, Soren, Brooklyn. 
Gullikser, Kittle. 
Guscatson, J., and child. 
Hausen, Jans. 
Hansen, Karen. 
Hansen, Mads 
Hausen, Peter. 
Injebrijtsen, Andrew, and family, two adults 
aud one child. : 

Jansen, A. J. 
Jansen, Nrs. Jobn, and infant. 
Jehm, J. & 
Jansen, J. 
Johansen, Carl, New-York. 
Jvsephsoh, Maria, and cnild, 
J aanem, Sanaa. 

idees, Jina. 
Seco Bertha, and child, Brooklyn, 
Knudsen, Christian. 
Knudsen, Christiana 
Lie, O. H, 
Two ehildren of Mrs. Hilda Lund. 
j.ind, A. J. G. 
Lund, Astrid. 
Mulmoren, Ids, 
Morstad, Peter Hansen. 
Nimb, Nicelina. 
Olander, oO. Ww. 
Olsea, Albert. 
Qison, Helja. 
Petersen, Miss A. N. : 
Peterson, E., and famliy—two adults and one 

child. 

Rahdby, H. 
soderhoim, Andrew. 
Sorensen,. Frederick C, 
Swensen, Kirsten, and an unknown adult. 
Stromberg, T. E 
Thomsen, Anna. 
Turnerberg, Carl, and wife. 
Weckaer, Anns. 


THE SAVED. 


Following is the list of the. passengers on the 
Geiser who Were saved, with the places to which 
they were bound: 


«| 


CABIN. 


Mrs, Hilda Lind, 28 years old, of this city, to 
Calsham, Sweden. 


STEERAGE, 


Powe vee ae 34 years old, of this city, to 
tinstad, Norway. 

d os Anderson, 24 years old, of Philadelphia, 
to Christiania, Norway. 

Jehan Aiquist, 35 years old, of Iron Mountain, 
Michb., to Orland, Finland. 

Cereter Seeen, — old, from Chi- 
card o Bergen m 

Fred 1. Hausen, 40 yeare old, from Port Am- 

. T., tO ohagen. 
ag Yobannen, 40 years eld, of 8t, Paul, Minn., 
to Géteborg, Sweden. 

Johan G. Johmsen, 29 years old, of Iron 
Mountain, Mich., to Stockholm, Sweden, 
ponent Larson, 40 years old, from this city, to 

or, Nofway. 

Anders Gastav Petersoa, 37 years, from St. 
Paul, Minn., to Goteborg. Sweden. 

Paul Paulsen, 34 years old, from Ironwood, 


‘Lauritz Romerdenl, 42 yoars old, of Lansing, 
‘Mich., to Copenhagen. 
. John omy ade os years old, of Hudson, Wis., 
Anders Wise, 28 years old, of Minneapoils, 
Minn., te Christiania, Norway. . \ 
: bn pune sr Bat A 5g Mag tdi pjadh aiden 
sroetl Wiltelun Muller, Caphato, 88 years old, of 
ogres ton, Rete steer, 94 years 


third officer. 27 years old, of 


. Dr, Peter Di hysteian, ~ 
pine Eee Saree » 26 years old, Ton 


ls ouvitle gm Cour, 6fficers’ boy, 16 
vers. old, of Randers, Deatmark, 
Bis Béertelséi, gecihsegs sngminte, 21 years 


ee ‘ 
r Méthéew Gavrielseti, assistaht en- 
girder, 32 yearg Old, of Stugelso, Lenmar. 
Franz Oscar Petersen, matt, 45 years old, of 
Stockhoim, Sweden. 
Fritz Holm, lampman, 29 years old, of Copen- 
Baas, adage 2 ne , = 
nders regorsen, sailor, 48 years old, o 
Nakskow, Deninark, < ; 
Waldemar Muhldorp, ‘young man,” 16 years 
old, of Jettehoi Samsa, Denmark. 
Axel ies ye Andérson, head fireman; 30 
years old, of Copenhagen, Denmark. 
Frederidk Pater Frederiksen, liremans, 25 years 
olf, of ae Ds 
ans gl tian Due 
Yeats old, of Taarnoby, Denmark. |, 
Néils Bo ulltis Neilsen, fireman, 25 years 
ag ot igteminde, Detimar 
obh Albert Eketrom, fireman, 2% years old, of 
Stockholm, Sweden, 
Carle Juuansen, titeinah, 20 yeara Gld, of this 
city, Who was working his way to Covennayen. 
Among the passengers of the Thingvalia were 
a@ number who reside in this country and who 
were returning home. hese American resi- 
déate are Miss Eintua Sibere, Mr. Klas Krook, 
Mrs. Feuhy Krek, Mr. Martin Nelson, Mré. 
Kjerstein Neilson, Miss Anna Nelson, Mr, Joba 
R. Dunlap, Mrs. Isidora Dunlap and child, Miss 
Helene #vhiiitter, Mrs. Borchenius, Mr. Clas 
Kawph, Miss Signe Morgensen, Mr, Louis Fen- 
sen, Miss Anna A. Trelde, Miss Eleonora Peter- 
sen, and Mr, Lauritz Helseth, 


EPP WS conan 
STORIES OF SURVIVORS. 

One of the saddest incidetts of the disaster 
was related to & TIMES reporter last night by Mr. 
Olaf Lind of 417 East One Htindfed and Nine- 
techth-stréct. He is the brother-in-law of Mrs, 
Hilda Lind, one of the rescued passen- 
gers, who lost hér two  children—Ida, 
aged 3 years, and Charlie, aged 8 moths. 
With her two children she occupied a starboard 
cabin amidships. They were all sound asleep 
when the crash tame, little Ida in ah upper 
berth aud thé mother and her. babs just below. 
Mrs, Lind was awakened by thé noise nade by the 
panic-stricken passbngers crowding past each 
other in the passage. Putting her head outside 
the cabin she asked what the matter was. Oue 
of the stewards told her to fiy for the deck, that 
the ship was sinking. Sho asked the steward 
to varry ons of-her children to thé deck, but hé 
tMade iO reply and passed on, Several other 
menu were in the -passaye, and to them she ulso 
appealed for help, but they paid no attention to 
hér, all hurrying past to the companionway, up 
which they disappeared. 

Mrs. Lind lifted the flabe from the berth, where 
it atill lay fast asleep, and, taking Idu’s hand, 
started for the deck. A man brushed by them) 
knocking the little girl down, but did not ato 
to pick her up, although the mother bogite 
him to do so. She knelt down, and, taking 
the child about the waist started te carry her to 
thedeck. At the companionway a steward ap- 
egy and the almost frantic woman asked 

im to carry the littie girlup stairs. He did not 
heéd her,.but scrambled up stairs. Mrs. Lind 
finally réadhed the deck, Where she found 
An 6xcitea orowd, some dlimbing over the rail 
and others stamping the devk in frenzy. Wom- 
en were screaming for help. She had been on 
deck but a few moments when the water swept 
ever it, and she remembers no more until she 
was picked up and taken on board the Thing- 
valia. She theught at firet that the ohildrenh 
were alsO saved, but seon afterward learned 
they Were lost. 

Mrs. Lind is a comely Swed6. of 28. She has 
been in this country but four years. Her hue 
band is John O. Lind, and they live at 107 East 
Eighty-ninth-street. She was on the way to 
Carlshamn, Sweden, to visit her mother, 
whom she not seen since’ she 
left home. She is broken dewn with 
grief, and says that her children might have 

een saved had the stewards and other men 
beett Willing to assist her. Her husband, too, is 
almost prostrated, and when seen last night the 
couple did nuthing but moun and ory. 

I. Petersen, a Dane, & steerage passenger on 
the Thingvalla, said that he was on watch on 
deck oft the night of the collision. He aid not 
belong to the crew and he did not explain how 
he eame to be on watch. It was very foggy at 
the time, and was raining quite hard, so that it 
Was almost impossible to seé any way ahead. 
He had been taiking with the steward, and the 
tirat offieer was on the bridge, Suddenly he 
heard the whistle of the Thingvalla blow eleud 
blast and the bolis ring furiously. Then hoe 
heard other whistles, and the steamer altered 
her course to port and began to back water. 
She was going at a proc good rate of speed, 
and could hot be stopped easily. Petersen in- 
stinctively felt that there was danxer ahead, 
and the next moment he saw the lights 
of the Geiser and its dark form looming 
up lying sideways to the Thingvalis. In an in- 
stant the Thingvalla crashed into the Geiser, 
but the shock was not very severe, and then 
there ardése mingled cries and wails trom the 
fated veséel. Within a minute or less after the 
Geiser Was struck Petersen heard the Captain 
of the Thingvalla order to lower the boats, and 
he helped in the work. 

Andrew Nolson, a steerage passengér on the 
Thingvalia, said that he had just gone down 
stairs when he heard the crash, and immediately 
ran up again on deck where everything was 
already in vontusion, He helped in manning 
the boate sad in picking up those whom they 
found floating in the water, Among them were 
two women, one of Wham died from exhaustion 
4 s00n a8 she was brought on board the Thing- 
valla Nelsom says that the husband of that 
woman lives in New-York, but he dlu net know 
her name, 

Anders Wilse of Minneapolis, Minn, a pass- 
—- on the Geiser, says that he went down 
with the vessel. Hoe was assisting in getting of 
a lifepoat at the time. They could not get the 
boat over, Dut When the Geiser went down the 
boat was cleared, and when he came up out of 
the water, he came up undér the lifeboat. He 
— around until he was saved by the Thing- 
Vaila. 

N. P, M, Gabrielsen, an assistant engineer ef 
the Geiser, id among the saved. He was one 
that went down with the Vessel and was after- 
ward picked up. He had a leg broken by a 
falling spar. He was taken last evening to St. 
Mary’s Hospital in Jersey Vity. 


_— 
CARING FOR THE RESCUED. 

By the addition of the persons from the 
Thingvalla and Geiser the number of persons 
on board the Wieland was increased from 684 
to 1,177—a number far beyend her eapacity to 
care for with anything like ordinary comfort. 
provisions had been laid in for only the number 
she carried when she left Hamburg. Fortunate- 
ly, the supply of staple provisions was large 
enough to meet, with ecomomy, all the neces- 
sities of the situation, The Wieland force of 
stewards, however, was not large enough to at- 
tend to the wants of 860 many people, and ac- 


Johansen, fireman, 25 


vordingly the chief steward and six uf his as- * 


sistants from the Thingvalla were taken aboard 
the Wieland te belp out No attempt was made 
to transfer provisions to the Wieland, because 
the chief steward thought he could make out to 
feed the castaways with what eteres he had, 

The tranefer of persons was acoom piled by 
boats from both the Thingvalla and the Wieland 
in about two hours, and #8 svOn as it was fin- 
ished the vessels steamed away, the Thingvalia 
northwestward for Halifax and the Vieland 
west by south for New-York. The Thing- 
valla had already begun te strengthen her bulk- 
head by bracihg it from within. with timbers 
and by building a protectiun bulkhead outside. 
The Wind was blowing mildly from the west at 
the time, and with & eontinuance of such 
Weather as she had then there was every pros- 
pect of her reaching Halifax by,to-night or to- 
morrow morning. : 

On board the Wieland a)l was cenfusion. After 
all the women fer whom room could be feund 
had been assigned to the vacant berths in the 
cabin and steerage, there remained several of 
them and all the mon to be provided for, These 
were huddled anywhere and every where that 
space ceuld be feund. Many of them spent the 
two remaining nights of their memorable trip 
on the promenade deck, wrapped in such cov- 
erings as could be gathered together 
from the individual property of all— 
rugs, shawls, overcoats, blankets — any- 
thing that would sgerve to keep off the 
chill of the nicht air. None of the restued 
had brought with them anything but the clothes 
they had upon their backs at the time, and the 
need of fresh clothing grew disagreeabiy press- 
iug with every hour uhtil the vessel reached her 
dook. Then the rescued ones hoped and ex- 
pected to go immediately ashore, some of them 
with no idea What was to becomejof them then, 
for all their personal effects were either on the 
way to Halifax in the hold of the Thingvalla, or 
at the buttom of the Atlantic in the hold of the 
unfortunate Geiser; and homes they had none, 

Bat ener. Were notto go ashore last night. 
It was only attemptea by the agents oF the line 
tooare for the passengers of the Geiser, and they 
were removed to comfortable quarters in the 
Stevens House. The 462 who were taken from 
the Thingvalin were compelled to pass another 
night on hoard the Wieland, The temperature 
was hot, debilitating, and disagreeable in the 
extreme. The deck was wet with dew and 

.aticky with the salt spray that had settled there 
auring the trip. Comfort was out of the ques- 
tion, but the passengers were a8 patient and 
unprotesting as if their repose was in their own 
beds at heme. They adieposed themselves at 
length on deck§in ranks, with their heads pil- 
lowed on any and all servieéabie once of 
wood or iron or rope or anything that could be 
put to use. Some of them gathered in groups in 
remote parts of the vessel and sung the hours 
away until exhaustion drove them to sleep in 
the ranks of their fellows. 


—— 
; THE VESSELS, 

Thé Geiser made her maiden trip to this 
portin February, 1882. She was built of iron in 
Burnnester & Woin’s shipyard at Copenhagon, 
and costin the neighborhood of $300,000, Her net 
register was 1,900 tonsa. Her dimensions were: 
Length, 312 feet; breadth of beam, 40 feet, and 
depth of hold, 80 feet. Her compound engines 
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foem fo fall 700 persons. There 
uitals aboard, with bunks fér 
i eck she Garrieé éight la 
main deck was broad eee pot 
larly fitted for promensding, belfig gz’ ed by 
igh railings. Thé offiéefs’ quarters Wéfe oh 

é leWer deék amidsnips, ahd the forecastle 
‘Was forward oh the main déck. ‘The steame? 
was barkentine rigged and Wha said to be easily 
able to make 12 knots afi Rour. BS oy carried a 
crew of 50 men and was Commanded by Capt. 
Carl W. Miiller. She left this port on Aug. 11 
for Copenhagen, carrying 107 passengers,_ 

The ngvaila ig asister ship to the Geiser 
and is tia by the ThingvAlja Line, Which plied 
between New-York and Christiania, Cépenhacen, 
and Stettin: The Thingvaiia registers 1,745 
tons, and was built in Copenhagen n 1874. Her 
diménsions ard: Léadth, 299 feet; breadth of 
beam, 87 feet, and depth of hold, 27 feet. Bhé 
has two compound. direct aéting cylinder en- 

ines. She has three decks, and is built of iron. 

he ig commanded by Capt. 8. Lamb, and left 
wa" July 26 and Copenhagen Aug 1 for New- 


or 

The Geiser garried as cargo for Christiania 75 
tubs ef lard, 225 barrels of beef, 1,429 sacks o 
fludt, ana 76 tubé of butter. For Copénhagen 
she had 650 tierces of lard, 125 barreis of beef, 
177 tubs of butter, 47 hogshéads of tobaeco, 
ahd 42,066 bushels of dorn, Fot Stettin she 
earrie’d 300 tierces of lard, 300 half barrels of 
lard, 50 tierées of grease, 500 boxes of timothy 
sod, and 81 barrels of bungs. 

— J 
THE FINANCIAL LOSS. 

The personal loss of the passengers on 
board the Geiser was in many eases very severe, 
allof them losing everything that they had 
‘with them. When the personal loss is added to 
the total loss of vessel and cargo, tho accident 


at Once appéats to be one Of thé most costly 
ones, The Fésa6l and machinery Were worth at 
least £45,000, or about $220,000; #8 cargo 
Was worth about £25,000, or about $120,000; 
the personal baggage And effects of the officers, 
crew, and passeigers, lost and surviving, 136 
adults and 21 children, may. be estimated to 
have been abeut $40,000. Thisis purely an 
estimate, and in reality there wus probably a 
higher average pér capita than this would 
make, The total loss thus figured would ameunt 
to $380,000, In the Gase of the passengers and 
crew who were saved this was in many Cases & 
logs of every dollatr’s worth of worldly goods. 


eT I Se 
THE NEWS IN CHICAGO. 

Cuicaao, Aug. 16.—The Chicago office of 
the Thingvalla Line sold about 50 tickets for the 
Geiser to people from all portions of the North- 
west. They were people who were making a 
trip back to their old homes to visit friends and 
renew old associations. Late in the evening, 


when thé news of the disaster had become dia- 

sétinated, the office of thé company was he 

sieged by anxious friends of some of those who 

sailed by the Geisér, but as the telegram re- 

ceived from the New-York office Was very 

ag as to details, no consolation was given 
e110. 


RAOH TROUBLES IN LOUISIANA. 





E, FP. SMITH, A CIVIL ENGINEER, KILLED 
BY NEGROKS. 

Nrw-Or.EAnNS, La., Aug. 16.~A dispatch 
just received from New-Iberia says: “ Informa- 
tion by courier has just been received of the 
killing of Mr. E. ¥. Smith, civil engineer, at 
Freetown, & hegto village 10. miles 
northwest of New-Iberia. Rumors have 
been coming in for. several days 
that the negroes were collecting at 
Freetewn and arming for the purpose of aveng- 
ing their supposed wrongs in Abbeville and 
St. Martinsville, The exiles of these latter 
places have taken refuge in Freetown and 
have excited the negro element there. 
It seems that a collision took place there 
today between the whites and blacks, 
resulting in the death of Mr. Smith. Rumors 
are to the effect that another white man has 
been wounded. The reports and meagre details 
have caused great alarm here. Mr. Smith’s 
brother at Chicago’ has been apprised of the af- 
fair, His body was brought into New-Iberia 
to-night under escort of a squad of armed men. 
Ibéria is 4 —_ in which the blacks largely 
outhumber the whites, and at the last election 
chose several ef their color as town officers. 
They have since been called upon to 
resign by a citizens’ committee, and they 
complied with the demand under protest, and 
white men were appoigted by Gov. Nickolis. In 
the adjoining parish of Vermillion the regu- 
lators have been riding about nighta whip- 
ping vagrants. On Saturday night the regu- 
ators visited a house where a negro was 
living with ®& white woman, and were 
fired on and wounded by the woman. A mass 
meeting of whites and blaeks then appointed a 
committee of 12 of both colors to look after the 
whipping of bad characters, but the only vic- 
tim was a white man. 

* a 


_SHE WAS NOT AFRAID, 


ATLANTA, Ga., Aug. 16.—The latest illus-. 


tration of & woman’s devotion to her loved one 
comes to light this morning in the form of a 
telegram from Jacksonville to Chief Connolly. 
The telegram was as follows: “Step Mra 
Hoerner Om her way from Cincinnati to Jaek- 
sonville,” The message was signed by the 


woman’s husband. BSergt. White was detailed 
to work up the case. 

When the yellow fever searée broke out in 
Jacksonville, Mr. Hoerner was at work there, 
his wife being in Cincinnati. She wrote to him 
after reading the neWspaper accounts of 
the fever begging him to come back 
to Cincinnati His business was such 
that he could not leave, and he 
so informed his wife. Asthe number of oases 
gradually increased her anxiety ferher bus- 

and’s safety became se great that she decided 
upen goip 


telegraphe 


to him. Mr. Hoerner immediately 

to the Chief of Police in At- 
lanta to stop her He telegraphed 
to her to stop in Atlanta where 
he would meet her, andina later telegrain he 
requested the Chief to hold her urtil he could 
= here, as he feared she had not reeeived his 
ispatch. Sergt. White succeeded in locating 
Mrs. Hoerner at 45 East Mitchell-street, where 
sho Was awaiting her husband, having reéeived 
his telegram. 





NOMINATED FOR CONGRESS. 
CLEVELAND, Ohio, Aug. 16,—The dead- 
look in the Twentieth District Republican Con- 
gressional Convention was broken to-day by 
the nomination of M. L. Smyser of Wooster on 
the one hundred and fifty-third ballot. 


Des Moines, Aug. 16.—Congressman 
Strabe was renominated by the Republieans of 
the Eleventh District at Cherokee te-day. 

St. JOSEPH, Mo., Aug. 16.—The Repub- 
lioang of the Fourth District nominated ajor 
H. W. R. Hartwig for Congress yesterday. 


Cuica@o, Aug. 16.—The Republicans of 
the Thirteenth Illineis District nominated J. A. 
Connelly for Congress to-day. This is William 
M, Springer’s district. 

INDIANAPOLIS, Ind., Aug. 16.—At Port- 
ert hregucvte the Republicans of the Eleventh 
District nominated George W. Steele of Marion 
oe Congress. 
tion. 


Moorestown, N. J., Aug. 16.—The Sec- 
ond District Prohibition Cenvention here to-day 
nominated Minot C, Morgan of Princeton for 
Congress. 


The nomination was by acclama- 





A GOMMISSION FIRM FAILS. 
CnricaGo, Aug. 16.—The commission tirm 
of Bryan & Landell suspended to-day. They 
have been in existence two years, and since 
they were caught in the June wheat 
corner a year ago have asatruggled to 


keep their heads above water. The 
disastrous outcome of an Atlanta agenoy 
ferced the suspension. Calvin Gossett was 
their manager in Atlanta. Gossett, Mr. Bryan 
Bays, WAS Caught shert on cotton, and this hurt 
or and Landell’s standing so that it was de- 
cided to suspend. Mr. Bryan says he haa lest 
$30,000 in the last two years. 


es 


NEBRASKA PROHIBITIONISTS. 
OmanHa, Neb., Aug. 16.—The Prohibition 
State Convention consumed the morning session 
to day in an effort to raise $5,000 fer campaign 
purposes. At the-afternoon session @ platform 


Was adopted, which is a reaffirmation. of 
the one adopted at the National Con- 
vention in Indianapolis. George E. Bigelow, 
of Lancaster County, was vominated for 
Governor aud John Dale of Omanba for Lieuten- 
ant-Governor, with a full list of nominees for 
the other State offices. W. G. Allinger was rec- 
ommended to the Electors tor United States 
Senator in accordance with a declaration in the 
platform favoring the election of Senators by 
direct vote of the people. 








FALL OF A OHUROH. 
MILWAUKEE, Wis., Aug. 16.—A special to 
the Evening Wisconsin from Coleman, Wis., says 


the new Catholie church eollapsed to-day, kill- 
ing one man and crushing seven others so that 
aoveral may die. 





LOSSHS BY FIR. 
* Fire yesterday at Enospurg Falls, Vt., de- 
stroyed Mitchell & Bolace’s meat marke ussell’s 
tailor shop, and the residence of A. J. Smith. Loss, 


$3,500; fasared. 
pate sont, Seteet of Deve. ake St Jem 
: J 4 
joss of 310.000; iivarenes, $7,000. . 
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ed from spontaneous combustion, 
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CHICAGO'S LOST LETTERS 


BVIDENOR AGAINST THE TWO 


THIE VHS, 

OBERKAMPP’s STORIES NOT BELIBVED 
BY THE POLICE—TESTIMONY TO 
HELP CONVICT THEM. 

Cuicaao, Aug. 16.—Further investiga- 
tiens have convinced the officers more strongly 
than éver that Oberkampf and Mack, the men 
arrested for robbing Mail BOXGS, ATG Miilty, ana 
that strong cases will be presented against them 
when they ave brought to trial next Tuosdey, 
The conviction is growing, t00, that thé mich 
operated only in Chicago, and that they have no 
allies if other cities, Oberkanpf, to be sure, 
stili stieks to his story that he was mérely an 
employe of a man named Edwards, but he has 
permitted so Many minor desorepencids;to creep 
into the accounts he has given at different 
tifies that tione of the officials now Attach 
much weight to it. Especially is this trué of 
thé postal authoritios, by whoim little reliands 
is placed in the story, ahd who thing Oberkampf 
has concocted it for the purpose of mitigating 
hia own résponaibility and offense in the eyes of 
the publig, 

The officials believe that the two men now in 
their custedy are the only enes that were con- 
cerned in the robbety. Inspector Kidder, who 
has charge of thé case, says: “I do not take 
any stock whatever in these statements. These 
meh have been lying all through, and I place 
no importance whatever in their stories. f 
take no stock whatever in the theory of a 
Widespread, gang. If thére had beén anything 


of that kind they would have operated more 
quickly and have dene sometking much more 
important than ahythifig these men have done. 
I don’t even believe these men had aty key to 
the mail boxes. When you come to look 
at this thing tote closely it 368 
& comparatively dmall affair when the length of 
time it has been spfead over is taken into ao- 
count. What gives the atfair an es aghaa 
feature is that so many drafts and cheeks were 
taken. Theré is about $100,000 of them, but 
they wé6re of Very little use to the parties who 
took them. They eould not realize a cent in the 
world on them.” 

Col. Kidder figures it out that the robbers did 
not secure more than six or seven letters a day 
on the average, but so long were they engaged 
in the business that altogether they stole be- 
2,000 and 3,000. ‘They may have easily taken 
letters from the boxes by the use of cards 
with mucilage on one end, or they 
may have pulled out the topmost 
letters from overerowded boxes. On one point, 
however, the offivers ate agreed, and that is 
that the mail boxes, especially of the size ordi- 
narily wsed, offer very little protection to 
mail matver placed in them, Tnere is a 
strong probability that a ‘result of Ober- 
kampf’s arrest Will b6 an attempt to 
have seme change made in the street box sys- 
tem. Very large boxes, & few of which have 
been intfoducéd hete, have served as a 
better protection, and the inspector no- 
tices that, after they were put in 
the basiness districts, Oberkampf was not 
able to capture as many letters as he had be- 
fore théir intreduction. This fact is taken to 
bear out the theory that the thieves were not 

rovided with keys, but had to resort to other 

éviéés to sécure tne letters. 

It seems stravge that either the Post Office 
detectives ot the ey had not captured the 
two men long ago, for one of the rilles of the 
Post Office Department provides that local 
police ferdés shall be Kept informed of the hours 
of collection from boxes and of persons author- 
ized to collect, 4tid instructed to arrest any per- 
sons Who tay be found tampering with the boxes, 
The great-number of deéas, mortgages, ineur- 
ance policies, and similar documents recovered 
from the trunksin which the booty had been 
packed is full of interest fer the business com- 
munity, gnd people who want their deeds and 
insurancd polities have been flocking to 
the Inspedtor’s room in the Governnient 
duilding to look over the accumulations. 
Representatives of big groeery heuses and in- 
surance Companies were to-day looking through 
the trumks and the paekages arranged upon the 
tables, and many a letter was found whose loss 
had eaused complaint against the leoal officers 
and had caused investigating committees to be 
sent from Washington. The preceeds of two 
years’ work on the part Of the thieves have 
toalarge extent been recovered. The stamps 
ate all torn from the envelopes, and the thieves 
must have obtained & Very good income from 
this source alone. The letters and packages 
are being sorted over as rapidly as possible and 
arranged in lots belonging to different firms. 
All requests to have mutter dolivered te the 
owners have been refused, but as s00n as possi- 
ble the inspecter will deliver everything to the 
senders. 

Apaft from the evidence against the prisoners 
furnished by the recovered letters is some testi- 
mony whieh, while it will materially help toa 
conviction, will show thata fairly accurate da- 
scription of Oberkamp!f was furnished the Post 
Olfice alitherities about a month ago. 
Oberkampf had been in the habit of 
selling postage stamps to Jenkinson 
& Shelby, jewelers, furnishing them with 
small lots frém time to tims. Finally, seme 
packages containing gold bows for spedtacles 
were stolen from the tup of & mali box upon 
which they had peén placed, and the theft waa 
traced by the firm to Oberkampf. Complaint 
Was Wade at the Post Office, but the oifleiala 
there devided that, as the parcels had not 
been properly mailed, they could do nothing. 
At the time the jewelers furnished & déscription 
of the man how under arrést. Oberkampf vis- 
ited the stere again and Mack once met him 
there to buy & Wate, but thé transaction did not 
take plave. For some reasén Jenkinson & 
Bhelby did not attempt to have the men ar- 
rested, and thé Visitors departed, The next duy 
Oberkampf was arfested by the détectives who 
had been following his landlady’s suit, and .two 
days iater Maek was taken into custedy. The 
firm’s evidence will go strongly against the 
mén, itis said, but the 6xact nature of the testi- 


mony is kepi & secret, 


In regard to the report that the Charles Ea- 
wards mentioned by Oberkampf in his cenfes- 
sion is identical with Chester Edwards Bradley, 
the Post Office officials said yesterday they did 


not think it could be possible, The descrip- 


tion given coincidés elosely with & Ohester 
Arthur Bradléy wko was appointed inspector 
in 1884 and removed in June, 1885. Reports 
were received afterward that he was engaged 
in the insurance business in Chicago. Bradley's 
eharacter while he was in the Post Office here 
was reported to be irreproachable. 


_ 
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A HoT DAY. 

Yesterday it was hot. Everybody thought 
at 3:30 P. M. that the record must be broken, 
but turned away with disgust upon observing 
that Hudnut'’s therthometer was taking it easy 
at 96°, Last June the meroury reached and 
passed this point several times, but then.New- 
Yorkers did not suffer as yesterday, when the 
humidity was 80° at 10 o’eloek in the morning 
and took itsown time to reach 65° at 3:30. 
Sergt. Long of the Signal Serviee will get him- 
self disliked if he stieks to his opinion that 
to-day and to-motrow will also be scurchers, 

d “ stickers,” too, 1f the predicted raias come. 
The thermometer on Aug. 16 last year averaged 
73 2-5° up to 3:30 P. M. Yesterday the averuge 
was 83° at the same hour. and at different hours 
during the day, the thermometer registered as 
follows: 3 A. M., 76°; 6 A. M., 75°; 9 A.M., 
80°; 12 M., 88°; 2 P. M., 95°; 96° at 3:80 P. M. 

The follewing cases Of prostration by the heat 
were reperted by the police yesterday: 





John Kehoe, aged 15, of 202 East One Hundred 


and Ninth.-street, at Madison-avenue and One Hua- 

Gred aud Twelfth-street. Taken to Harlem Hos- 
ital. 

P susan Callaghan, 67 years old, of 35 Monroe. 

street, at 740 Broad-street. Taken te the Chambers. 

Street Hospital. 

edward Flynn, a homeless man, 45 years old, at 
14 Kast Sixty-tourth-strest. : Taken to Presbyterian 
Hospital. 

Kmma Bagket, 26 years old, of 173 
strect, at re) William-street. Take 
bers-Street Hospital. 

Patroiman Thomas Brannigan of the Twenty- 
ninth Precinct, while returning from the funeral 
escort of Capt. McDonnell, was overcome by the 
heat at Lexington-avenue and Fortieth-street. Ho 
‘was taken to Bel.evue Hospital. 
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NO VERY STARTLING LIST. 

Boston, Aug. 16.—The Mail and Express 
yesterday contained what it cailed *‘ A startling 
list of Democrats who have forsaken Free Trade 
Cleveland.” It certainly is a startling list, to 
judge by its New-England representatives. The 
paper mentions five “important ehanges of 
front” in this section. Edward M. Ellis of 


Gurdner, Mass., has distinctly stated that he 
shall yete the Democratic ticket, although he 
thought the Mille bill bore hardly on his indus- 
Riley is the only man of the 
has changed front, 
had no more to 
do with the than that of any 
disappointed office seeker. He is a salesman in 
a Boston elothing store. The next, Archibald 
Linn, ® Wooleh manufacturér of Hartland, Me., 
is an outspoken advoca of free wool 
and free and raw materials, and will vote 
for Cieveland. The Bradstrests of Gardi- 
ner, Me, Ilimbermen, have said again 
and again that they never voted anything but 
the Republican ticket, a statement that was re- 
iterated by them on Tuesday of the present 
week. Nothing is Known of the political opin- 
jon of the one other gentleman named, is 
does uot indicate B very extensive transfer of 
allegiance to the Republican candidate in this 
section, e 
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TRYING TO SOLVH A MYSTERY. 


— 
AN URKNOWE WOMAN DIES FROM POI- 
8ON IN A POLICE STATION. © 


Boston, Aug. 16.The death of an un- 
hkown Woman at & police station Sunday morn- 
ing is attracting much attention and keeping a 
lot of police officers busy hunting for a solution 
of the mystery in which her death and identity 
areinvolved. Saturday night an officer found 
&® woman in Franklin Park, at the Highlands, 
apparently under the influence of liquor. She 
Was almoet speechless, and stupefied by nar- 
oeties or alcohol. She did manage to say that 
her hamb wag Clarke, and to munibie something 
about New-York and Philadelphia, but the ofti- 
eer could not or did mot realize the gravity 
of the woman’s condition, and took no trouble 
to gain definite information from her ineonerefit 
replies to hié gtiéstiotbs. He called assistance 
and she was carried to the police statign, 
having lapsed into uhtcofhseidusness on the 
Way. A. physician was called and, 
after a hasty examination, pronounced 
itacase ofrum. The Matfon, howevéf, could 
diseover no traces of. liquor and the officers at 
the station noti¢ed the absence of alcéholic 
odors, the woman Was evidently aying thé 
physiciaa was again called and again he said it 
was simply alvoholiém. She did not regain 
eOnsciousness and died Sunday morning. A 
name On seme article of clothing was Annie 
Clarke. 

1t Was at first thought to be oe of those Gases 
only too frequent in large cities and attracted 
little noticé. As day after day passed, how- 
ever, without identification, and no policemen 
could be found who could recognize her as & 
woman of the street, the mystery aroused inter- 
6st, More careful eXumination revealed unmis- 
takable signs of narcotic poisoning, but - not 
until to-day was anything discovered that told 
whether it was #¢asé of suicide or murder 
In the meantime Prof. Wood of Harvard Col+ 
lege is subjecting the girl’s stomach to analysis, 
but the result will not be known for several 
days. To-day the man ia charge of the Frank- 
lin Park refeotory found an empty bottle 
marked ‘“‘morphia” on the lawn néar where the 
girl Was found on Saturday nicht. It bore the 
apothecary’s stamp of A. G. Wilber, a 

ashington-street druggist. This clue waa 
easily traced as the  druggist’s books 
showed that on 3 lla woman giviug tie 
name of A. Clark, 20 Franklin-street, bought 
an eight-ounce bottle uf ae No further 
‘antake oe c6ould be given of the woman except 
that she Was about 30 years old. This was pre- 
Aum ptive évidencs that it waé & case Of suicide, 
The clerk who sold the poison was taken to the 
morgue, but Was tinable to. identify the dead 
Woman as the putchaser. 

Nearly every Boston district eontains a Frank- 
lii-street, and at this time the police have been 
able to learn that bo siesh woman worked or 
lived at the Franklin-streets in the “" proper 
or in the Charlestown, Brighton, and Dorches- 
ter districts, which cover the streets of that 
name given in the directory. This deepens the 
mystery. 

n the other hand, partial indentifications 
have not been wanting as usual in cases of this 
kind. The most definite came to-day, when the 
body was viewed by a Mrs. Procter, keeper of 4 
omenee house on Hancock-street, who ex- 
pressed her belief that the remains were those 
of her kitehen girl, Maggie Haley, 
has been missing since Saturday, and who 
had been in her employ four weeks. 
This woman was about 30 years old, an 
age that fairly enough eorresponded with that 
of the dead woman. But her indentifloation 
boiled down went to show that the dead 
woman’s nose, forchead, and hands resembled 
those of her missing servant, and that was all. 

It is more than probable that the time of the 
disappearance of the one and the death of the 
other were the only points of resemblance. An 
Inspector is hard at work on the case, however, 
and thinks identity is only question of another 
day at inost. Ifher identity is not establisned 
here inquiries will be made about the Franklin 
atreets of New-York and Philadelphia. 


HARMONY IN W#HST VIRGINIA. 


COMPLETING THE STATE TICKET OF 
THE DEMOORACY. 

HUNTINGTON, West Va., Adg. 16.—The 
crowd in attendaiice pon the Democfatic State 
Convention here to-day breaks the record, both 
for size and enthusiasm, for any similar event 
ih West Virginia. Not less than 2,000 of the 
fofemost members of the organization in the 
State have crowded the maAagre hotels and 
small-sized publie places of the town until it 
was almost impossible to breathe in the torrid 
atmosphere. But through it all the partisans 
of the Various candidates tor placés on the State 
ticket hustled about in a wild hunt 
for Votes, and the rank and file yelled 
for Cleveland and  _<tariff reform. As 
a@ matter of fact, this avalanche of Democrats 
did not deseend upon the town without bring- 
ing some of the éiements of disoord with them, 
but the amount of friction was surprisingly 
small when compared, for instance, with the 
Wheeling convention of four years ago. And 
if sigus count for anything in a Presidential 
year, the State is as sure to remaia in the Dem- 
ocratic column as is Texas, and that, too, by a 
majority considerably increased over 1884. 

From the timie T. RK. Riley, Chairman of the 
State Executive Committed, called the cohven- 
tion to order, at 10:30 o’slovk, until the hour of 
adjournment in the evening, the convention hall 
was jammed to its fullest capacity, aud the audi- 
enee ouly needed a pretext to burst forth into 
round after round of cheers. The nomination 
speeches Were many and ofter sloquetit, and a8 
6ach successive name Was presented to the 6on- 
vention it waé greeted with such a lively wel- 
comeé that had a visitor heard any one of the 
greetings he would have esteemed the nomiba- 
tion ef the recipient a foregone Conclusion. As 
was indicated last night, Judge A. Brooks 
Fleming had a substantial lead for 
the head of thé ticket, and he was 
an easy winner. There were two celored dele- 
gates in the dgonvention from Hampshire 
County, the first of the raee ever seen in a Dem 
ocratic convertion in Western Virginia, and 
probably the first in the entire South, and their 
presence mhy be taken as an indication of a 
better feeling between ths races. The donven- 
tion was 80 big as to be difficult to manage at 
times, and once in & while got beyond the con- 
trol of the Cbair, but business was rushed slong 
with reasonable dispatch and to the complete 
satisfaction of all. 

The platform compares the vote of last year 
and that of 16 years ago; also the wealth of 
the State, without and under Republican rule. 
The convention nominated A. Books Fleming of 


Marion County ror Goveraor, and P. F. Duffy 
for Auditor, and took a recess. : 


who 








KING MILAN’S VIEW OF iT. 
From the Pall Mall Gagette, 


King Milan of Servia has taken an inter- 
viewer into his confidence, and bemeans the 
hard fate which gave him awife who, when 
trampled upon, ventuted. to protest: “The 


King observec hat he confessed he had been 
quite mistakea when he thought he knew the 
Queen’s character. Her behavior to the German 
authorities would, he thought, prove to every- 
body thatthe Queen had a false conception of 
her duties as @ sovereign, a wife, and a mother.” 
No doubt. He thought the werm woulda not 
turo, and he was mistaken. His wife was 
Queen enough to condemn his treachery, wite 
enough to resent the notorious intidelities of ner 
husband, and mother enough to protest avainst 
the bratality which tore her only son frou wer 
arms. Heconsoles himself with imagining that 
publie opinion universally views bis ocvaduct as 
entirely loyal and liberal. What a delusion! 





DIPHTHERIA IN SPAIN. 
Madrid Dispatoh to the London Standard, 

The Gazette publishes a circular from the 
Home Office, prescribing a series of measures to 
check the spread of diphtheria, which has been 
raging fer some time, and causing three or four 
deaths daily in the Spanish capital. It was 
prevalent througheut the Winter and Spring, 
chiefly among children and the poorer classes. 
The death rate from this disease has been al- 
most as high in Madrid as that from ee 
Vaccination, though not couipulsory, has been 
largely practiced among all elasses of society. 
Smallpox mas been prevalent in many parts of 
_ for the last two years, butis now on the 

ecline. 


SAVED FROM BRING KIDNAPPED. 
Paris Dispatch lo the London Daily Telegraph. 
There was tremendous excitement in 

Lipourne and its neighborhood yesterday. A 
bana of gypsies had * kidnapped” a little boy of 
9, and had already placed several miles between 
them and the spot, when some peasants, hear- 
ing sereams proceeding from the van in which 
the child had been concealed, ran to the horse’s 
head, stopped the vehicle, and liberated the 
prisoner. The gypsies ‘‘bolted,” leaving all 
their property behind them; but the gendarmes, 
still wearing their legendary tricornes, have 
started in pursuit, ana are scouring the country 
far and wide. The arrest of the culprits may be 
regarded as a moral certainty. 








A MONUMENT AT QUATRE BRAS. 
From the Pall Matt Gazette, 
Funds have been collected in the Duchy 
of Brunswick for the erection of a monument 


n the battlefield of Quatré Bras tothe Duke 
deri¢k William of Brunswick, who fell there. 
The menument is to be unveiled on the 16h of 
sane. 1890, the seventy-fifth anniversary of the 
battle. ‘ 





ee 


In @ lecture before the Anthropological 
Institute a member identified the Lebu or 
Libyans of the types taken by Flinders Petrie 
with the blue-eyed, fair-hai and light-com- 
plexioned men who are seen working as briek- 
makers ai the tomb of Rekimara. re were 
other white Western people in Egypt, such as 
the Shardina er Sardinians who were mercenary 

‘These Tahennu or fair people took + 
ISniet he Gwensy-vocgud araaaty'@ witch 

‘oun y-3eco a 

Shishak, the invader of Moe Ler & belonged. 


PRE NARS poems gel oa eal 





VICTORY WAS ALMOST HERS 


EXPLOSION OF A BOILER 
BRINGS DEFEAT. 
EXCITING RACE ON LAKE GEORGE BE- 
TWEEN THE STEAM YACHTS DANDY 
AND PAMPERO—THE LATTER WINS. 

Fort Wittiam Henry, Lake George, 
Aug. 16.—Every whistle on Lake George trom 
the Sagamors t6 Fort William Henry shrieked, 
6véefy bell rang and every throat shouted with 
varying shade of enthusiasm as the two steam 
yachts, the Pampero and the Dandy eut their 
way through the silvery waters ia the talked- 
of race this afternoon. Cottagers, campers, 
and Hotel guests along the shorés of thé laké 
have béen talking of the face for uéafly a year, 
and thé event brought to Fort Williani Heuty & 
great throng of visitors to-day. 

A more perfect day for the race could not have 
Leen manufactured had the owners of the 
yachts controlled the making of the weather. 
The lake was as calm as a sea of liquid glass. 
Bcarcely a breath of wind ruffled the surface of 
the water, and thé hour for startiiig, just as the 
sun sunk behind the mountains, a great globe 
of fire, was just the tie to present the lake and 
its surroundings in their most beatitiful aspect. 

But for the accident which befel! the Dandy, 
just as she was apparently about to win the 
race, the cofitest would have been one of the 
prettiest ever witnessed. The Pampero is an 
open steam yacht, modeled very nearly after 
the Henrgetta, in which Nerman L. Munroe took 
so mueh pridc, and is owned by H. B. 
Moore of Brooklyn, Viee-Commodore of the 


Lake George Yaolit Club. She is 54 feet long 
over all and 50 feet on the water line. The 
Dandy is owned by the Boyer Brothers of 
Brooklyn, and is 52 feet over all. The Boyers 
und Mr. Moore ate persona! friends, all have 
Summer residences at Lake George, and all 
take great interest in yachting om the lake. 
Glue race grew out of a little bantering about 
lus speed of the Pampero, The matoh was 
originally made between this yaent and the 
Odell, belonging to the Boyers, but the Dandy 
was baoilé last Spring and supétituted for the 
Odeil, Mr. Moore making no objection, There 
Were bo stakes on the race, but it was agreed 
that the loser should pay the expenses of bring- 
ing & large party of friends to Lake George 
witness thé contest. 

Last night the New-York guests arrived and 
registered at the Fort Willlam Henry Hotel. 
There were some 60 in all, among them J. KR. 
Ledgerwuod, Mr, and Mrs. Edward Steafns, 
Isaac L. Fisher, W. H. Williams of Brooklyn; 
Mr. and Mrs. W. H. Knapp, Miss Carrie Hough, 
Mr. and Mrs, Rovert McUreery, Mr. and Mrs. B. 
L, Wood, and Mr. W. A. Powers. Tonight they 
are enone & banquet at the hotel which the 
Beyer Brothers will pay for as well as 
tor their transportation here and back and their 
hotel bills. The beautiful Dandy lies disabled 
at thé dock, while portion of her tubular boiler 
is sOtieWhefe at the bottem of the lake The 
race was under the auspices of the Lake George 
Yacht Club, and the members and their guests 
were taken down the lake to the starting point 
on the capacious steamer Horicon. 

The course was from a point off the south end 
of Crown Island, east of the Sagamore, 10 miles 
straight up the lake, the finish being ata point 
between the Lake House and Fort William 
Henry Hotél. Commodore James Buehanan 
Henry of the Lake George Club, acted as starter 
and referee. J. B. Simpson and Capt. 
W. H. Tibbetts of tne Regutta Com- 
Inittee, acted as time keepers on the 
Horicon, Legrand 3B. Cramer of Troy 
was judge on the Dandy. Frank C. Warren of 
New-York was judge on the Pampero. Charles 
Burhans and Robert Kemp were judges at the 
finish. Capt. Clarke had charge of the Pampero 
wita; John F. Christie as Ghief engineer, Capt. 
itnelps Managed the Dandy, with James Kane, 
her designer, as chief engineer. 

When the signal to start was given the Pam- 
pero shot across the line at 6:35, and the Dandy 
lolluwed 10 secénis later. The Pampero seemed 
fairly to jutup out of the water, and in less than 
two minutes sie had madé a gap between her- 
self and her rival, which she continually widened 
until she Was fiily 40 rods in advance. 
It began to louk like a Waik-over fo. the Pam- 
pero and the friends of Mr. Muore cheered 
themselves hoars:, while handkerchiefs flut- 
tered from the stewmer and buats whicn fol- 
lowed the two yachts. This lasted fot nearly 
tive miles, when it was hoticea that the Dand 
was overhauling her leader. The Pampero’s 
engine had becume heated and shé was losing 
grounl. Off Hill View, about half the distances to 
be saved, thé Dandy passed the Patipero and 
then the friends of the Boyers had their innings, 
It was still a stern chase, but the positiens were 
reversed. The Dandy pushed rapidly ahead, 
and those on board the Pam pero were kept busy 
throwing water on the overlieated Miachinery. 
The scené from the deck ef ths Heficon Was a 
presy ene. The shores of the islands were 

ined With spectators, flags uttered from every 
voint of land, and loud cheers arose [rom every 
boat and Gatioe én the lake. 

The Dardy was some 50 or 60 rods in the lead 
and within about a mile ard a haif of the finish 
when suddenly a bright hght was seen to shoos 
from her boiler. A puff of thick smoke mingled 
with steam shot into the air and the yacht came 
to asudden stop. The spectators realized that 
her boiler had burst and for 4 moment theré was 
a hush of anxious expectancy. The men were 
seen moving rapidly about on the Dandy. 

AS s000 48 the smoke Gléared away, and ss 
soon as it was realized that nobody was se- 
riously hurt, a great shout went up from the 
friends of the Pampero, which now forged 
ahead and passed her disabled rival 
She made no attempt, however, to make 
time for the rest of the distahée, slow- 
ing down to allow her machinery te 
cool. She passed the line at 7:14:21, making 10 
miles in 39 roinutes 21 seconds. The Dandy was 
towed into the dock at Fort William Henry, 
Oné whole side of her tubulusr boiler had beea 
blown out, the Ls es shooting off into the lake. 
Mr. Kaine’s rig hand was scaided somewhat 
by the steam, but no serious results followed 
the accident. 

The race was given to the Pampero, no condi- 
tions having been made reearuing accidents, 
and to-night the Boyer Brothers are entertain¢ 
ing their own and Mr. Moore’s friends. Theift 
defeat will cost them, it is estimated, about 
$2,000, 


THE ELEPHANTS AT LARGE 1N MOUNIO4€, 

Munich Dispatch to the London Daily News. 

It is astonishing that only three grown- 
up persons and a child were killed by the ac- 
cident yesterday. About 20 persons were > 
severely hart, while the number of slight in- 
juries is very large. Most of the harm done 


was due to the fright of the crowd, and not to 
the wildness of the elephants. It was evident 
that the eight elephants were anxious to get 
out of the way of the terrified people. The 
animals were frightened, whichever way they 
turned, by shrieks and gesticulations. Some 
people attacked them with sticks and umbrellas, 
A soldier whe confronted them with @ drawn 
sword was quietly lifted up by the trank 
of one animal and laced aside without 
being hurt. The elephants broke epen the 
great doors of the Mint and went up the broad 
stairs. They alse destroyed the doors of thé 
Court Theatre. When they had reached the 
other end ef the town, spreading confusion and 
terror wherever they went, they could not find 
their way eutof the courtyard of a suburban 
theatre, and demolished a small house in order 
to get away. The first elephant put kis foot 
through the doer, but the floor broke through, 
and he fell with his forelegs into the cellar. 
The second followed him, and, struggling 
through, carried off the reof on his back. Every 
bit ot furniture of this house, including the 
stoves and the doors and windews, are In 
fragments. As soon as the elephants were out of 
sight, and while the ehase after them was being 
carried on by the cavalry, the lines of people 
formed again, and the procession continued on 
its way, but the slightest unexpected move- 
ment created alarm. At 2 o’clock everything 
was over. In the evening a grand illumination 
took place, but few peovle had the eourage to 
witness it owing to the rumor that one of 
the elephants was still concealed in the 
Englisehe Garter and might make his appear- 
ance at ary moment. Twe ladies were killed. 
One was trampled to death, and the other died 
from fright. The poor child was trampled to 
death, not by the animals, but by the panic- 
stricken crewd. A gentleman who was found 
dead has not yet been identified. Herr Hagen- 
beck, the circus proprietor, had warned the 
committees that the elephants must be treated 
very carefully, and had particularly objected to 
the snorting dragon. The cemmittee Dad over- 
ridden the objections of the police to the el- 
eplhants being allowed in the procession. If the 
Ludwig Strasse had not been one of the broad- 
est streets of any city the disaster might have 
assumed very different dimensions. The tent 
containing the royal ea was protected from 
the elephants by a line of light cavalry. 








8ST. MICHARBL’S, COVENTRY, RESTORED, 


From the London Times. 

The restoration of St. Michael’s Church, 
Coventry, was practically completed recently 
by the replacing of the top stene of the steeple, 
whieh is the tallest of the three tall spires. The 
work was undertaken over three years ago, one 
of the earliest ateps being an appeal by the late 
vicar through the columus.of the Times for na- 


tional help in restering the structure. The 
ceremony yesterday was Pe orery by Mr. G. 
Woodcock, a contributor of 210,000 te the fund, 
who, after fixing the stone, assisted Mr. ‘Thomp- 
son, the cantractor, in replesing the wWweather- 
cock, at an altitude of feet. A short reli- 
gious service was gone threugh, and there wére 
some brief congratulatery speeches, and when 
the wea’ awend rouse with the wina the 
crowds who had assembled at the varieus te 
to witness the ceremony oheered lustily. 

still remains carving te be done, and 


aced; and the: 
drank era se Sane 
will occupy the wotkmen some u = 
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BALDWIN’S THREE RACES 


A GOOD DAY FOR FAVORITES 
AT SARATOGA, 
THE OALIFORNIANS CAPTURE FOUR OF 
THE FIVE RACES—LOS ANGELES WINS 
THE FOXHALL STAKES, 


SaratToaa, Aug. 16.—The Foxhall Stakes 
and the good entries in tho other events 
brought out @ large crowd to-day. The races 
were poorly contested, however, the track being 
still slightly heavy. It was “ Lueky” Baldwin’s 
day. His stable won the firat, third, and fourth 
events, and drew Laredo, an almost sure 
winner, from the fifth, Estrella had things 
easy in the first race, as also did Lelex 
in the second. Both were strong favorites. 
Many thought the Canadian mare, Pee-Weep, 
would win the Fexhal], but Los Angeles beat 
her in hollow style. The best race was the 
fourth, in which there waa a hot finish between 
Grisette and Bessie June. Royal Arch and 
Prince Fortunatus carried considerable meney, 
and ran well for three-quarters. Queen of 
Trumps got off badly in the last race. Trade 
Mark at ence showed the way, and on tho turn 
he opened a great gap, coming home the winner 
under a pull Details are as follows: 

First Race.—Purse $400; $50 and the entrance 
money, $10 each, to second; welter weights. Three- 

uarters ofa mile. Time—1:19 
t. J. Baldwin's b. m. Estrella, 5 years, by Ruther- 

ford-Sister to Vlara D., 129 pounds....(Murphy) 1 
J. Wakeley’s ch, h. Tornado, aged, 134.. 

» McLaughlin) 2 
on Tromp, 8, 13% 


(Hayden) 3 
Cooper, 4, 139, and Nat 


E, Storm’s b. c. 

Slasher, 5, 119; cos ff 
Goodwin, 4, 143, finished as named. Zangbar was 
left at the post. 

Betting.—A, st Estrella, even money; Nat 
Goodwin, 4 to 1; Tornado, 6 to 1; Von Tromp, 10 to 
1; Harry Cooper, 16 to 1: Zangbar and Slasher, 50 
to leach. Mutuals paid $8 70. 

Slasher, Tornade, and Von Tromp got away 
first as named when the flag fel]. Zangbar was 
left. On the turn Estrella moved up, and com- 
ing away won easily by half a length, Tornado 
second, four lengths before Von Tromp. 

SECOND RACKE.—Free handicap sweepstakes of $20 
each, with $500 added; $100 to secend. One mile 
_ andaneighth. Time—1:59%. 

D. A. Honig’s b. g. Lelex, aged, by Lelaps-War 

Reel, 112 pounds Taral) 1 
Lamasney Brothers’ ch. m. Little Minnie, 6, 100.. 


6, 105 Wistovaly 3 
H, O. Meyer’s br. h. Bonnie &, Stova 
Queen of Elizabeth, 4, Tob Grey Cloud, 6, 100, 
and Longlight, 5, 105, finishéd as named. 

Betting.—Againgt Leiex, 7 to 10; Little Minnie, 
4to1l; Queen of Elizabeth and Bonnie S.,8 to 1 
each; Longlight, 10 tol; @ray Cloud, 15tol. Mut- 
uals paid $7 90. 

Little Minnie opened a gap at the start, but at 
the lower turn Lelex and Bonnie 8. jemed her. 
In the stretch Lelex went to the front, and won 
in hollow style by eight lengths. Little Minnie 
second, two lergths before Bonnie 8. 

THIRD RACBE.—The Foxhall Stakes for 3-year-olds. 
of $100 each, halt oe Y with $1,000 adaed; $250 
to second. One mile and five-sighths. Time—2:57 4. 
E, J. Baldwin's ch. f. Los Angeles, by Glenelg- 

La Polka, 113 pounds (M s3 
W. Hendrie’s b. f Pee-Weep, 113 2 
Hurrioana Stable's b. oc. Young Sweep, 113.. 


— 8 
J. B. Haggin’s bik. o. Falcon, 118 amiltonm) 4 

Betting.—Against Los Angeles, 1 to2; Pee Weep, 
18 to 6; Falcon, 12 to 1; Young Sweep, 40 to l. 
Mutuals paid $7 50. 

Young Sweep got away first, bnt Pee-Weep 
soon passed him and led into the home stretch. 
Los Angeles then moved up and, passing Pee- 
Weep, won, pulled up, y a& neck, Pee-Weep 
second, 20 lenethsbefore Young Sweep. 

FOURTH Rack.—Purse $500; entrance, $15 each, 
tosecond. Onewmile. Time, 1:46% 

E. J. Baldwin’s b. f. Grisette, 

Malta, 108 pounds 
Dwyer Brothers’ b. f. Bessie J we, F 
Summit Stable’s ch. g. Royal Arc. 


4 years, by Glenelg- 
illiams) 1 
113... 
MoLaughlin) 2 
aged, 107... 
Neumeyer) 3 
Amelia P., 8, 92; Prince Fortunatus, 3, 97, and 
Bohemian, 3, 97, finished as named. 
Betting.—Against Grisette, even money; Bessie 
June, 3to1; Amelie P., 4 to 1; Royal Aroh and 
Prince Fortunatus, 7 to 1 each: Bohemian, 20 to 1. 
Mutuals paid $10 50. 


Prince Fortunatus, Royal Arch, and Bohemi- 
3}n led successively to the lower turn, when 
Grisette and Bessie June closed up. The — 
between the two was close, Grisette winning 
by ahead from Bessie June, Royal Arch third. 


FIFTH RAckE.—Purse $400; $50 to second; en- 
trance, $10 each, to be divided between second and 
third horses; selling allowances. Three-quarters of 
amile. Time—1i:18. 

J. B. Haggin’s ch. co Trade Mark, 2 years, by 

Kyrle Daly-Trade Dolfar, 84 pounds.... pene 1 
c. A. Jordan’s b. c. Keder Khan, 4, 106.(Williams) 2 
Equity Stable’s ch, m. La Claire, 5, mag dy gee 3 

Elyton, 3, 105; Queen of Trumps, 2, 88; Lucky 
Jim. 4. 97; Mirth, 3, 92, and Donald, 8, 103, Anished 
as named. 

Betting—Against Queen of Hearts and La Claire, 
2 to leach; Elyton, 5 to 1; Kedar Khan and Trade 
Mark, 8 to leach; Lucky Jim, 10 to 1; Mirth, 12 to 
A i penne, 2bwlhL utuals paid (fleld ticket) 

Lucky Jim and Kedar Khan were the first 
away, but Trade Mark epened a great gap on 
the turn and won handily by a Jength, Kedar 
Khan second, haif a length before Claire. 
Queen of Trumps got off badly at the start. 

The following are the entries and weights for 
to-morrow’s races: 


First Racs.—Selling. Six toxags. 
pounds; Lora L., 102; Tessa K., 104; Navigator, 
88; Penman, 101; Fiddlehead, 106; Cartoon, 102; 
Rollin Hawley, 96; Mose K., $1. 

SECOND RACE.—One mile. King of Norfolk, 110 
peunds; Maia, 103; Alta, 92; Boocaccio, 108; 
Strathspey, 110; Terra Cotta, 108; Percy, 107. 

THIRD ACE.—One mile and three sixteenths. 
Broughton, 102 pounds: Joseph, 92; Ten Day, 100; 
Argo, 102; Wynwood, 97; Nettle, 102; Macbeth, 89; 
Bonita, 100. 

FOURTH RACE.—Three-quarters of a mile. Bishop, 
107 pounds; James A. IL, 107; Harry, Glenn, 107; 
Prince Fortunatus, 100;;Mintbloum, 93; Mentmore, 
107; Dynamite, 107; Pearson, 100 

FIFTH KRACK.—'Three-quarters of a mile. Lovelace, 
98 pounds; Jaubert, 107; Pocatello, 104; Spinnette, 
102; Dago, 104; Petulance, 101: Wheeler T., 100 

SIXTH RACK.—Selling. Three-quarters of a mile. 
Tambourette, 106 pounds: Ernest Race, 105; Miss 
Mouse, 103; Wewa, 96; Volatile, 114; Mirth, 100; 
Carrie G., 102; Harry Brown, 101; Cupid, 107; 
Crichton, 111; Capulin, 105; Red Prince, 118. 

The betting to-night was as follows: 


FIRsT RAC#.—Tessa K., $25; Remsen, $12; Rollin 
Hawley, $10; Navigator, $7; Fiddlehead, $7; Mose 


K., $7; the field, $10. 
SECOND RACE.—Terra _ $30; Maia, $10; 
5 $10: Bon. 


Remsen, 95 


Strathspey, $5; the field, 
THIRD RACK.—Macbeth, $55; Ten Da 
ita, $10: Broughton, $10; the others, $6 each. 
FOURTH Rack.—Divided after pool seiling. 
ed pore 7 par 2 — net, — 97; F 
SIXTH RaCK.—Crichton, ; Capalin, ; Ernes 
Race, $7; the field, $25. ae ; 
The probable winners of the several races are 
as follows: 
First Race. —Tessa K., 1; Rollin Hawley, 2. 
second Race.—Terra Cotta, 1; Strathspey, 2. 
Third Race.— Macbeth, 1; Bonita, 2. 
@Fourth Race.—James A, iL, 1; Prince Fortu- 
natus, 2. fi 
Fifth Race.—Petulance, 1; Jaubert, 2, 
Sixth Race.—Cupid, 1; Volatile, 2. 


id 
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JERSEY BREEDERS’ RACES, 

The annual meeting of New-Jersey Trot- 
ting Horse Breeders at Somerville eame to 
a@ very successful conelusion yesterday. The 
large attendance ef Wednesday was greatly ex- 
ceeded yesterday, and the time made proved 


high quality im the trotters, and that the track 

was fast, The meeting has been unusually 

pleasant and in all respects a success. The 

summaries of yesterday’s events follow: 
STAKES FOR TWO-YEAR -OLDS.—$50 added. 

Fashion Stud Farm’s bik. c. Candidate, 

Slander. é 
Mount Pleasant Farm’s b. f. Jenny Gould.....,2 dis 
Time—8 :234g; 2:53, 

STAKES FOR Yaarumos oh d added. 
Fashion Stud Farm’s b, o. Presto, by General 
Washington. 
Mount Pleasant Farm’s b, ft. K iapaland Maid....2 2 
Time—1:30; 1: 
STAKES FOR 2:37 OCLA8s.—$50 added. 
Fashion Stud Farm’s bik. m. Patience, by 
Gen. Kno E 
R. Cadugan’s br. 8. Vaidine, by Admipis- 
trator 
Mount Pleasant 
Gypsy 
J. C. Sampson’s 2 dis, 
Time—2: ; 2:3049; 2:82. 
STAKES FOR STALLIONS, 2:26 CLAss:—$50 added. 
J. C. Sampsen’s b. 6. General Ewing, by 
Windsor 8 
pa Stud Farm’s b. s. Rumor, by a, 
tler..... 
W. W. Conover’s ch. 8, 
Time—2:33; 2: 


th oe tae 


Chandos.........--- 28 3 
313g; 2:3849; 2:36 49. 


RESULT OF EXPOSING A SWINDLE. 
Cuicaco, Aug. 16.—One “ Dave” Waldo, 
an associate of Edward Corrigan in the manage- 
ment ofthe West §ide Racing Park here, and 
‘equally disreputable as a man, has been sued 
for $8,000 damages by Walter Campbell, 
@ racing reporter on the Inter Ocean, Ho ought 
torecover at least that amount from Waldo, 
who is one ef the barnacies that the raes 
traek is afflicted with. Waldo had his horse 
Sayre, who was 2a favorite in ame of 
the races here on Tuesday, pulled so that 
Winslow, owned by his partner, Cor- 
an, and whom both were  backin 
might win. Campbell exposed the job and told 
how the race was thrown and the public 
robbed by the two “skin” gamblers Waldo and 
Corrigan. On Wednesday the leud-mouthed 
Waldo came to the reporters’ stand, and when 
Campbell acknowledged the authorship of the 
article whieh had aroused the gambler’s ire, 
struck him twice without an instant’s warp- 
ing, and after knocking the writer down 
kicked him, Then Campbell, who was 
severely injured, was 6 eoted from the 
track by a couple of Waldo’s ‘ bouncers.” 
Even Lie toughs who frequent the track de- 
no the assault as an erage, and should 
Walde and Corrigan, both of whom have now 
acsan) rire writers for telling the truth 
t F disreputable proceedings, be heavi- 
muleted in damages, the only way in which 
doch brutes can be reached to hurt them, every 
ene will be highly gratified. j 


. RACING IN ENGLAND, 
Lonpon, Aug. 16.—At the Kempton Park 
race fer the Great 


‘Reread as aia 


Y ing Tih, therefore. 





third, There were seven starters. The bettin 


was 6 to 5 against Sheen, 5 to1 Grafton, 9 to 
Chillington. . he stakes were divided. 


—— 
VERY FAST TROTTING. 
SOME THAT WAS SHOWN ON A HEAVY 
TRACK AT ROCHESTER, 
RocnueEsterR, Aug. 16. — After a sharp 
shower last night the track dried up well under 
the hot sun to-day, and some fast time was 
made at the Grand Circuit races this afternoon. 
Spofford, the over-night favorite in the unfin- 
ished race, was stil) heavily backed. though he 
had not won a heat. Thorniess proved the su- 
perior of thé party, however, and the condition 
of the course was well suited to him. Instead 
of the wild breaks he made in previous races on 
other tracks, he went level and with a lot of 


speed, trotting the last two heate without a 
skip. Sporford did not have his speed in the soft 
footing, which was all in Thornlees’s favor. The 
talent seemed confident of Speffora’s ability, and 
a large amount of money changed hands on the 


race. 

With Lady Whitefoot, Superior, J. B. Richard- 
son, and several other fast horses drawn in the 
2:24 class, Lucille’s Baby, a daughter of the 
famous eld Lucille Golddust had it all her own 
way in the centest. Jeremiah was the only one 
of the fleld that could get near the mare in the 
first and third heats, and Eclipse got to second 
place in the third mile. The betting was $100 
to 860 on the winner before the atart, and 6 to 1 
thereafter, p 

The special contest for $5,000 announced in 
the entry list was. gy to an alleged three- 
thousand-doliar purse for a match between 
Prince Wilkes and Rosalind Wilkes. . Nobody 
expected the ware to win, but she went a credit- 
able race, tinishing close to her great relative in 
the first heat in 2:16 and the second in 2:17%,, 
Prince Wilkes was sent along faster in the last 
mile. He wert to the quarter in 0:33%4, and 
reached the half mile in 1:0744. He was slowed 
up the third quarter toa 2:19 gait and finished 
ina jogin 2:1544. There is no question but 
that he could have beaten his record of 2:14% 
had Davis sent him along. Mr. George A. 
Bingerly of Pniladelphia, his owner, watched 
the race from the guests’ stand, 

Favonia was conceded victorin the 2:18 class, 
and the betting was for the second place. White 
Stockings sold favorite at tirst, but he acted so 
badly: in the first heat that Loretta F. was made 
the choice. Charlie Hogan made a close finish 
with Favonia in the second mile and the favorite 
seemed to tire, and Quinton whipped her all the 
way down the streto Tne last heat was the 
struggle for second money. Hegan kept 
close to Favonia till the third quarter, with 
Loretta F. next. The latter was coming fast, 
but MoKenny pulled in to the pole and kept in 
a pocket behind Hogan. White Stockings was 
allowed to come between Hogan and Loretta, 
and won second place, Leretta broke and Hogan 
just nosed her out for the second place, 

The four races were decided quickly and the 
sport was over earlier than on any other day of 
the meeting. To-morrow the Coneelation Stake 
will be trotted, and the 2:33 trot and 2:17 pac 
ing race to saddle. Following are the sum- 
maries of the racing: 

2:20 CLASS. 
Thornless, (Van Ness) 


LOW Orme 


Spofford, (Doble 
4 Time—2 :20%; 2:19%4; 
2:24 OLABS. 
Lucille’s Baby, (Green) 
Jeremiah, (Davis) 
Eclipse, (Smith) 
Homey Ce then ; 
Bessie Sherida wen 
Wmne--2 122%; 2:22; 2:26%, 
SPECIAL MATCH, $3,060: 
getaee ee rier sees enevceseccce <a 
Rosa’ Jilkes, (Van 88).....-- 
Time—2:16; %:1749; 2: 
2:18 CLASS. 
Favonia, (Quinton)......... pensigs apeccenenennas ts 1 
Charlie Hogan, (Doble) 3 
White Stockings, (Stewart)... 
Loretta F., (McHenry)... 
Time—2:18; 


RACING GOSSIP. 
ROCKAWAY ABANDONS SOME OF ITS 
DATES—PITTSBURG PHIL AGAIN, 
The action of the Brooklyn Jockey Club 
in taking three days claimed by the Rockaway 
Steeplechaso Asseciation last May for their 
Fall meeting is very generally condemned in 
racing circles by owners, trainers, and the 
public generally, and it looks as if the manage- 
ment had made a mistake. The Memmouth 
Park Association and Coney Island Jockey 
Olubs had purposely left these dates for the 
association, so that there would be no 


conflict of dates. Now that the Brooklyn people 
have, so to speak, “gobbled” these dates, the 
Rockaway Association has been obliged to 
abandon them and the very liberal programme 
it had arranged for those days, The Wave 
Crest Hurdle Race, $1,500 added, the Aspinwall 
Stakes, $2,500 added; and the Members 
stakes will be run as announced. The sell- 
ing Hurdle Race, $1,200 added, and tho selling 
steeplechase, $1,300 “cae ts pers os 
ostponed for the presen e Rockaway mee 
f y Me confined to the 24th, 25th, 
and 27th insts. The best features of the pro- 
gramme have been retained ter those days. En- 
tries for the first day’s races will close on 
Wednesday the 22d inst. with A. T. Kent, As- 
sistent Secretary, at 13 Park-row. 

The Monmouth Association evidently does not 
intend to have Brooklyn's extra meeting, inter- 
fere with the closing day ofits meeting a week 
from next Tuesday. To that end special purses 
of $1,000 each are to be given on that day for 
maiden 2-year-olds, for a welter, weight race at 
seven furiongs, and prebably for a race for 
beaten horses. 

Scoggan & Bryant, owners of Proctor Knott, 
winner of the Junior Champion Stakes, have 
refused an offer of $25,000 for their colt, which 
offer is supposed to have been made by the 
Dwyers. 

“Pittsburg Phil,” the much-written-about 

lunger, was at Monmouth Park Lf ingame fo He 
baa @ good round sum eton Telie Doe yesterday 
and lost his money. He denies the stery recent- 
ly published ss coming from Pittsburg, which 
represented him as having lost $70,000 this 
year, says there is no truth in it, and that he 
wasn’t interviewed by anybody in Pittsburg 
about his luck this season, or on any other sub- 
ject. He says the atory is made out of whole 
cloth, and he is very sore over it. 

The feature ef te-morrow’s programme at 
Menmouth will be the Omnibus Stakes for 
3-year olds at a mile anda balf, with $10,000 
added. As Sir Dixon and Bella B. are to repre- 
sent the Dwyer Brothers in the race, it is not 
likely to develop much of a contest, although 
there may be a fair sized field to contend 
for the $2,000 and $1,000 which go 
to second and third horses, respective- 
ly. Defense was sent a atrong mile 
anda half asa preparation during yesterday 
afternoon. It was not a speedy move however, 
the last mile only being a shade under 1:50. 
Now or Never will wire be another starter. 
Prince Reyal, who had all aleng been considered 
a likely candidate, is very lame. 

W. B. Jennings will ship his string of horses, 
which includes Telie Doe, Boaz, and others, to 
Sheepshead Bay to-day aud rest them a little 
for the Fall. campaiga. Jennings has bought 
from G. H. Clay of Lexington, Ky., the yearling 
brother to Modesty. 

Abe Perry 18 expected to arrive at Monmonth 
Park to-day with five borses. 

Entries for the stakes, which closed on Wednes- 
day, have already been largely heard from. Tho 
penmenss Association had received 190 entries 

or the Junior Champion Stakes up te noon yes- 
terday, and most of the large ewners are yet to 
be heardfrom. J.A.&A. H. Morris are the 
largest nominators thus far. 

Trainer Rogers of Capt. Sam Brown’s stable 
would like to pit Reporter against the laver- 
dale colt of Mr. Withers’s string. A match race 
is hardly probable, however, and Rogers seems 
to have more centidence in his colt than the 
general public has. 

Monmouth Parke will offer nearly $250,000 
next season in added money and purses, which 
is a notiee to rival associations to let July and 
Augustalone. This year they gave $205,000. 


SPEEDY YOUNGSTERS, 

RICHMOND, Ky., Aug. 16.—The prospect of 
seeing ssvyeral premising youngsters contend, 
respectively in raees for 3 and 2 year olds at- 
tracted another large crowd tothe Fair Grounds 
to-day, the attendance being estimated at 
8,500, The character of the sport was by 
no means disappointing, although both of the 
races were won in straight heats, Thalia 
winning the 83-year-old race, while merle Moore 


easily showed her heels to the other 2-year-old 
starters, The latter proved herself an exceed- 
ingly smart youngster and made most remarka- 
bly good time for one so young on such 4 slow 
track. Following are summaries of +to-day’s 
races: ‘ 

—For 3-year-olds, mile heats, three in five. 
Thais bay fly, b , Ham brick Ss Diotator....2 4 1 
Dai 


8 occ eesccccccnncetcccosesssteses penees onncee 
Duchess PURER cass cocks che cennah segncenay 23 38 


Time—2:48%; 2:4539; 2:46%. 
PuRsR.—For 2-yeor.olds, mile heats, twe in three. 
Merle Moore, bay filly, by Victor von wae so 


Qo 

WIRE Lone ce nk ckacisensucpegecoccqescovessehasy 220 

Buse B...s.ccsevedssecsawgndes seacveds see succes 33 1 
Time—2:56%; 2:59 4. 


AT CHARTER OAK PARK. 

Hartrorp, Conn., Aug. 16.—The Fall 
races at Charter Oak Park will begin Tuesday, 
Sept. 4, and continue four days. The list of en- 
ltries assures a week of superb sport, surpassing 
n interest the great events which have taken 
place on this popular track in past Reasons. A 
ten-thousand-dollar purse will be divided among 
four winners on Weduesday, Nept. 5. It is the 
guaranteed Charter Oak Stake for.2:20 trotters. 
The entries closed May 14 with eight subarib- 
ers, all of whom made good the third payment. 


The fourth payment of $300 will be auo Aug. 
2 en the horses be ed. 


surance Stakes, for 2:20 pacers, guaranteed to 
be not less than $4,000, closed May 14 with 12 
subscribers, allof whom have made good the 
third payment, maxing 
$3,800. The fourth payment will ‘be due Aug. 

. The race will be a hot one, The fast pacers 
Gossip, Jr., and Jewett will ba in the contest, 
with a formidable competitor in Arrow, who 
has just cleaned the field at Rochester. First- 
class races are arramged for each day of the 
meoting, 


—-—_~.-—_—— 


RUNNING AND TROTTING. 
Harropspure, Ky., Ang. 16.—Six thou- 
sand peeple witnessed the raceg at the fair 
this afternoon. Following are the summaries: 


Running, in Harness—Half-mile heats. 
Ed Butts......,--e000-4 1|Lonuie Louise,.......3 3 
Black Knight, i 2 a 

SECOND RACK-—Three-year-old stakes; trotting. 
Bryan Brothers’ b. g. Roswell, by Mam- 

brino........ Pies teennchunke Bag ss albicans 1, 
Adam Pence’s b. o, Pence, by Rienzi. 
Roselle & Montgomery’s b. g. Hayden, 

by Hambletenian Mambrino 
Macey Brothers’ blk, c, Senator Black- 

burn, OF aorene ; 
ime—~2 :38; 2:4040; 2:86; 2:394, 
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HORSEWHIPPED BY A WOMAN. 


MRS. DWYER TEACHES HER NEIGHBOR, 


MR. SMITH, A SEVERE LESSON. 

BurFa.o, N, Y., Aug. 16.—‘' Have you got 
through talking about me?’ These were the 
words which called Herbert George T. Smith’s 
attention to a pretty woman who wore a black 
velvet dress and whose hair was fvizzed as 
he passed down Eagle-street about 6 o’clock 
this evening on his way home from work. 
The woman was Mrs. Edward Dwyer, wife 
of the druggist at the corner of Michigan and 
Eagle streets. She did not wait for’Mr. Smith 
to reply, but at once proceeded to use a small 
whip she produced. She hit him on the neck 
with it, she hit him on the forehead, and she hit 
him wherever and whenever she could with it. 
Men and women were going home from their 
work, and hundreds were pouring up 
Michigan-street and down Eagle. Ahout 
the time Mrs. Dwyer had smitten: Mr. Smith 
thries there were many witnesses to the blows 
Smith could not get away. The erowd enjored 
it if ne did not. Astruggle for the possession 
of the whip ensued, and finally Smith 
obtained it, but Mrs. Dwyer was game, 
and she uf up her hands, though sie 
did not ask Mr. Smith to do likewise. The 
erowd cheered the combatants on. Mrs. Dwyer 
wanted more, but Mr. Smith did not, and after 
quite a pummeling he broke away without the 
referee's orders and escaped into an adjoining 
saloon where he fortified himself with a drink. 
Seme one called the patrol wagon and Smith 
disappeared. 

Mrs. Dwyeris a pretty, buxom woman, who 
greatly enjoyed ber evening’s exercise. ‘ You 
can say,” she said, “that I cut straight every 
time. [bought that whip for the use to which 
it was put, and I think I got my money's worth.” 
The Dwyers live in the rear of their drug 
store. Smith and his wife live in the 
same block over the drug _ store. Their 
relations hayo not been of the most pleasant 
character. Some time ago it is said Smith had a 
quarrel with one of Dwyer’s clerks in the store, 
assaulted him, and was fined $10. He is cred- 
ited with making disrespectful allusions to the 
Dwyers, particularly to Mrs. Dwyer, and natu- 
rally she desired to get even. So to-night, as 
she saw Smith coming home from his work, she 
pounced out of her door and proceeded with her 
argument. 


SEVEN PERSONS INJURED. 


COLLISION AT A RAILROAD CROSSING IN 
ILLINOIS. 

CuHicaao, Aug. 16.—About 5 o’clock the 
Cincinnati passenger train of the Illinois Cen- 
tral, due here at 6:45 A. M., ran into a freight 
train of the Grand Trunk at South Lawn, about 
50 miles from the city. The engine, tender, 
baggage car, and one coach ef the express were 
piled up in confusion and were thrown from the 
track. When the débris was cleared suiliciently 
it was found that seven people were injured 
more or loss, though only one is fatally hurt. 
The victims are Anderson Cobb, porter of the 
sleeper; Thomas Splan, baggageman, and his 
wife; John Crons, fireman; W. B. Land, passen- 
ger; J. H. Sullivan, porter; John Frazier, porter. 
The only man whose injuries the doctors fear 
will prove fatal is John Crons, the fireman. He 


jumped from the engine and alighted on his 
head, Stes ie | his skull. His scalp was almost 
entirely torn off. The chaircaron the Illinois 
Central was used as a hospital until the tracks 
were cleared, wher the wounded were brought 
to this city and placed in a hospital. Thomas 
Splan of Cincinnati, baggageman, received sev- 
eral scalp wounds and his wife had a shoulder 
‘dislocated. J. H. Sullivan had a foot crushed. 

The engineer of the passenger train, John 
Devine, eacaped by jumping headlong inte a 
deep ditch. e said: **Coming down the grade 
towurd South Lawn something happened to the 
lower machinery of the engine. She began act- 
ing badly and throwing stenes. I think a stone 
struck the handle of the air cock and threw the 
air from the train tothe engine. Before reaci- 
ing the Suvuth Lawn creasing I sawthe Grand 
Trunk freight train crossing and whistled for 
the danger brakes. It was toolate.” A witness 
of the accident declares that although the Grand 
Trunk freight had the right of way and was 
fully entitled to the crossing, the freight engi- 
neer heard the passenger train's danger signals 
and had an abundance of time to stop his train 
before the crossing was reached. 


IT I8 


MANITOBA’S PREMIER IN A: BIT OF A 
HOLE. 

WINNIPEG, Manitoba, Aug. 16.—The pub- 
lication of Premier Greenway’s letter denying 
any knowledge of any conspiracy against his 
Government in the Northern Pacific Railway 
deal, has brought forth a letterfrom the city 
editor ofthe Sun, the paper that made the 
charges of conspiracy. 

In it the city editor declares upon oath that 
Premier Greenway gave himall the informa- 
tion pertaining to the conspiracy, and 


continues: “It was Mr. Greenway who 
gave the information of letters being 
sent out to country menibers. It was Mr. 
Greenway who told who had received one and 
who gave infdrmation about Mr. Benton 
having signed it. It was Mr.Green way who stated 
that the conspiracy had been hatched up and 
carried on by the Hudson’s Bay Railway pushers, 
and he had pretty strong evidence of it. It was 
Mr, Greenway who meationed the contents of 
the letter so far as ho knew, particularly about 
the conspirators having a majority and the 
Free Press being in with the scheme. It was Mr. 
Greenway who said he had received an anony- 
mous letter watning him to beware of what nad 
just been unearthed. Many other most awkward 
things did Mr.Greenway say. I discussed with Mr. 
Greenway the information I had received, and 
told him [ intended publishingit. He offered no 
objections, and I left him with the impression 
that he was perfectly satistied. I met him 
shortly after that, and he seemed very much 


GREENWAYS TURN. 


— at the way in which the charges had 


een put, and he continued to supply such in- 
formation as he could, 
me, if possible, a copy o 
the members.” 


romising to obtain for 
the letter sent out to 





THE POLIOE BLAMED. 

Norwa.Lk, Conn., Aug. 16.—A molder 
named Patrick Cahill was drunk in the streets 
Tuesday evening and carricd a spade with 
which he threatened to kill any one who came 
in his way. The police knocked him down, and 
it ig alleged handled him more roughly than 
there was any oceasion for. Chief Lockwood has 
been suspended pendiag an inquiry in the ease. 

The Iron Molders’ Union, which has taken up 
the matter iu the interest of Cahill, swere out 
warrants against Chief Lockwood, William E. 
Dann, Munson oyt, and Constable Wallace 
Dann, the four leaders in the affair, and this 
afternoon they were arrested, but subsequently 
released orm bonds. The union say they 
will push the case to the bitter end, and have al- 
ready subscribed $100 and obtained the services 
of a well-known attorney. This evening in the 
Norwalk Ciub rooms the story ofthe arrest is 
being Qiscussed and several prominent men 
have deolared their intention of aiding the 
molders in seeing that the guilty individuals 
suffer for their brutality. 


FAILURE OF A DRY GOODS HOUSE. 
MONTREAL, Aug. 16.—The proprietors of 
the dry goods establishment known as “Le 
Byndicat Canadien” made an assignment to-day 
with about $60,000 liabilities. The “ syndi- 


cate” was opened in the Spring of 1882 by J. 
M. Marcotte, Zotique Granger, Zepherin Pou- 
rier, F. E. Barrette, Damasé Perrault, Eusebe 
Martin, and two ethers, who each put $500 into 
the concern, or a total capital of $4,000. 








MRS. SHERIDAN AT NONQUITT. 
Nrw-BEpDrorD, Mass., Aug. 16.—The pri- 
vate car Idlewild, with the widow of Gen. Sheri 


dan and Col. M. V. Sheridan on board, arrived 
here this morning. Mrs. Sheridan and the Col- 
onel were at once driven to Nonquitt. 





BRrIsBANE, Aug. 16.—The Governor, in open- 
ing the Queensland Parliament today, announced 
that he would support the Canadian Pacific 
eable project and the resolutions adopted by 
the Sydney conference in regard to Chinese im- 
migration. He con, arliament upon 
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- ler and O’Brien; Denny and Schoeneck. First base 
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NEW-YORK IN GOOD FORM 


THH GIANIS DEFEAT DETROIT 
KIGHT 10 NOTHING. 
MICHIGAN’S CHAMPIONS OUTPLAYED AT 

EVERY POINT—BOSTON DEFEATS 
CHICAGO—VARIOUS OTHER OONTESTS. 
Mayor Chapin of Brooklyn watched the 
Giants administer a “*Chieago” defeat to the De- 
troit team yesterday. He ard about 5,000 other 
admirers of the New-Yorks gazed upon the work 
of their favorites with evident pleasure. Asin 
Wednesday’s game, the local men played with- 
out an error of any kind, and as Keefe kept the 
visitors down to two hits of the scratch order, 
Michigan’s champions failed to send a man 
around the bases. 
The game differed from the other contests of 
the week in many respects. All the luok was 
on New-York’s side, Just when a hit was necd- 


ed it was made, and an error was committed by 
the Wolverines just whon it did the Giants the 
most goed. Then, too, Mr. Lynch, the umpire, 
was disposed to favor the local club, but this is 
peor policy, as the New-Yorks did not require 
is assistance to win. He probably realized 
that he has handicapped the olub for the past 
three days, and he wants to make reparation. 
The New-York publio dislike this work. They 
want to see the visiting and local clubs treated 
alike. Getzein, Detroit's pitcher, was hit hard, 
but he was poorly supported. On the other 
hand, Keefe’s curves proved to be enigmas, ana 
it was with the greatest of difficulty that the 
Detroit men managed to get two doubtful hita, 
Ewing opened the game with a base hit and 
went down to seeond on Campau’s tumble. A 
wild throw te second by Getzein allowed him to 
g© to third, and he came home when Richard- 
son hit the bali safely to left fleld fer two bases. 
Tiernan got his base en balls. Ward advanced 
the two men each a base on an ont, and the 
both seored on Conuor’s hard hit past Gensel 
O'Rourke got his base on balls, Whitney went 
out, Rowe to Broutheras, and Connor was thrown 
out while attempting to steal to second. Slat- 
tery began the second inning with a hit avor 
Hanlon’s head fer three bases, and scored on 
Ganzel’s failure to held Keefe’s grounder, 
Ewing got his base on balls, Richardson 
ona muffed fly by Brouthors, and Tiernan 
forced out Keefe at the plate. Ward followed 
and sent a grounder to Rowe on which Ewing 
came home, Connor ended the inning by strik- 
ing out. This put New-York in the lead 5 
to 0, and the crowd was happy. In the 
three succeeding innings both sides failea te 
tally, but again in the sixth the New- Yorks 
handled their bate effectively. Ewing hit a line 
ball betweer Hanlon and Campau for threa 
bases, and finished the circuit when Richardson 
planted the sphere safely in left field for a base. 
jernan bunted a ball safely, but Ward and 
Connor went out and ended the inning. 
Again,in the eighth inning, New-York tallied. 
Connor bit a ball over the picket fence in right 
field and scored a home rur and O’ Rourke hit to 
left tield for two bases and tallied on Whitney's 
single. Detreit was unable to score throughout 
the game, and as 4 result the New- Yorks gained 
a Chicago victory. The seore is appended: 
NEW-YORK. B. 1B. PO.A.E.; DETROIT. 8. 1B. PO.A, BE. 
Ewing, c....3 2 7 QO @)Hanion,c.f..0 i @ 
Rich’son, 2b.1 0| Brouth’s,1b.0 013 
Tiernan, r. f£.1 0) White, 3b,...0 
Ward, 8. #...0 0| Rowe, s. 8... 
Connor, 1b..1 0|\Ganzel, 2b...0 
O’ Kourke, If.1 O'S witch’ lL Lt. 
Whitney, 3b.0 4 0)|Bennett, c...0 
Slattery, ¢. f.1 0|Campau, r. f. 
Keefe, p... 0| Getzeim, p... 


Total.......8 13 27 19 
» RUNS SCORED EACH INNING. 
New-York 2000190 2 Q-—8 
Detroit : 00000 0 0-0 
Harned runs—New-York, §. First base on errors 
~—New-York, 4. Leffiion bases—Noew-: York, 11; De. 
troit, 2. Home runs—Connor, l. Three-base hits— 
Slattery, 1; ery 1, Two-base hits—Richardson, 
1; O’Rourke, 1; Krouthers, 1; Bennett, 1. First 
base on palls—Ewing, 2: Tiernan, 2; O’ Rourke, 1. 
Struck out—Connor, 1; Keefe, 1; Twitchell, 1; 
Bennett, 1; Campau, 2; Getzein, 2, Double plays 
—Richardson, Ward, and Connor; Slattery and Con- 
nor. Stolen bases—Richardson, 1. Wild pitches— 


Getzein, 1, e of game—Two hours. 
Mr. Lynch. 
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innwilleant basins 
BOSTON, 8; CHICAGO, 3. 
Boston, Aug. 16.—The Bostons batted 
Krock all over the lot tu-day, earning 8 runs 
and defeating the Chicagos with ease. The con- 
test was marked by brilliant plays on both 
sides, only two fielding errors being made. 
Clarkson was wild, but effective. Chicago se- 
cured 3 runs in the fourth on two bases on balls, 
Williamson’s scratch three-bagger, and his des- 
perate run to the plate on Daly’s hit between 
Clarkson and Kelly. All the Beston runs re- 
sulted from clean, sharp hitting. Tere were 
6,000 persons in attendance. Hornung was 
struck in the head by wu pitched ballin the tirst 
inning, and was unconscious tor an hour. Doo- 
tors state that he has a serious cencussion of 
the brain, how serious cannot yet be learned, 
but enough to keepthe crack left fielder in bed 
for several days at least. His place in to-day’s 
game was taken by Hines, who played well. 
Score: 
BOSTON. RR. 
Tonnewes,al.s 


. PO.A.K.! CHICAGO. R.1 

2 U0 O/Rvan, o. f....0 

1 O O|V’nHal’n, lf.0 
9 2 OlDuffy, r.f... 
23 O| Anego, 1lb...1 
1 0 0! Pfeffer, 2b...1 
2 1 1) Willms’n,s,s.1 
9 4 0| Burns, 8b...0 


1 
011 
S73 142720 2! Total 

RUNS SCORED EACH INNING. 


Boston soci isccees dsecevnce 200863 00 0 3-8 
Chicage 09093000 0 0-38 


Earned runs—Boston, 8. Two-base hits—Kelly, 
Clarkson, Pfeffer. Three-base hits—Williamson, 
Ryan, Hines. Double plays—Williamson, Pfeffer, 
and Anson; Nash. Higgins, and Morrill, First base 
on balls—Ptoffer, (2) Morrill, Anson, Hit by pitched 
ball—Hines, Nash. First base ou errors—Chicago, 
1, Struck out—Nash, Ryan; Van Haltren, Duffy, és) 
Williamson, Burns, Daly, (2,) Krock, Wild pitches 


—Clarkson, 3. Umpire—Mr. Kelly, 
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° 
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Clarkson, p..0 
Total 


ce 
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WASHINGTON, 3; INDIANAPOLIS 0. 
WASHINGTON, Aug. 16.—The Senators 
shut out their rivals for last place to-day in 
@ game that was on the whele tame and un- 
interesting. Indianapolis could do nothing 
with O’Day’s pitching and for the first seven 
innings retired without a hit. A remarkable 
point aboutthe game was the number of men 
put out on flies, almost two-thirds of the bats- 
wen on each aide being retired in this manner. 
The sacrifice hitting of Washington and the bat- 
ting of Dailey of the same club were the features 
ef the game. Score: 
WASH’GTON. R.1B. POA. INDIANAP’S.R. 1B, PO. 
26 Beery, L. f.... 
Denny, 3b... 
McW’chy,r.f.0 
@lasso’k.s8.s. 
Bassett. 2b.. 
Hines, 6, f... 
Sch’n’ck, 1b. 
Danloy, c..... 
Burdick, p. 


coo 


orocoorco™ 
oroceorccse 
CHROMO CAH 
Nr KOrNSNOoP 
ocooorcrom 





Total.......3 
RUNS SCORED 


Washington, xen, 0: 2 .0-3.30:0 
Indianapolis. --0 000000 0 
Earned runs—Washington, 2. Two-base 
Fuller, Home run—O’Brien. Double piays—Fnl- 


EACH INNING. 


on bails—Deuny aad Hines. Firat base on errors 
—Washington, 2; Indianapolis, 2. Struck out— 
O’Brieu, Shoeneck, Burdick. Wild pitches—Bur- 
dick, 1. Umpire—Mr. Valentine. 


—— oe 

PITTSBURG, 6; PHILADELPHIA, 1. 

PHILADELPHIA, Aug. 16.—Pittsburg won 
its first game of the season from Philadelphia 
this afternoon by better batting and cleaner 
fielding. “Even when not hit safely, Buffinton 
was hit hard, and but for the sharp work of his 
support in the first two innings the score woula 
probably have been considerably larger. Scere: 


PITTSBURG. BR. 1B. PO,A. KR. PHILA, R,1B. PO. A. E. 
Sunday, o. f..1 0 ee 


Clements, c. 
Irwin, s, 8... 
Bastian, 2b..0 


Kuehne, sb,.0 
Coleman, r.f, 2 
Galvin, p.....0 Bufhnton, p.0 


Total.......6 12 27 15 Total ......1 10 27 20 
RUNS SCORSD, BACH INNING. 
Pittsburg C:-8'*}'s ' 7-78 2 

Philadelphia 00 

Karned runs—Pittsburg, 5; Philadelphia, 1, 
Two-base hits—>unday, Fields, Coleman. Dou. 
ble plays—Hastian and Farrar; Farrar and Buf. 
fintoh. Firat base on balls—Fields, (2,) Voleman, 
Wood, Farrar. First base on erroré—Pittsburg, 
2; Philadelphia, 1. Struck eut—Donilap, Smith, 
Fields, Coleman, Wood, Mulvey. Wild pitches— 
Galvin, 1; Buffinton, 1, Umpire—Mr. Powers. 

Ss a oS 
OTHER GAMES, 

Evora, Aug. 16,—Elmira, 16; Jersey City, 4. 
Base hits—Elmira, 14; Jersey City, 6. Errors— 
a 2; Jersey City, 8. Pitchers—Doran and 

yle. : 

WILKESBARRE, Aug. 16,—Wilkesbarre,5; Eas- 


ton, 2. 
SCRANTON, Aug. 16.—Soranton, 7; Allen- 


town, 1. 


acnorcarc 
eocoocouvsso 
COkrrr Oooo 
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0—6 
6010 0-1 


—— 


SHORT STOPS, 

New-York and Detroit will play again to-day. 

Once more New- York is six games in the lead, 

Welch and Ewing and Conway and Bennett 
Will be the batteries to-day. 

Upward of 30,000 persons have witnessed the 
four games played here this week. 

Mr, F. K. Atearns, formerly Presidents ef the 
Detroit Club, witnessed the game y esterday. 

* Inquisitive.’—Yes. Hines, recently engaged 

Boston, played in that club << years os 
Aavociation: 





os ; 
MesaraHivana Aad Hoey presented Geerge Gore | 


) 


with a handsome silk ambrella yesterday shortly 
before the game began. 

Will Brooklyn overcome the lead taken by the 
St. Louis Browns? This qnestion is agitating the 
followers of the Bridegrooms, 

Baseballia truly an uncertain game, Noew- 
York whipped Boston three straight, Chicago de- 
teated New-York two straight, and Boston wonsa 
game from Chicago, 

Below will be found the cerrect ‘standing o 
the clubs to date. ‘Pied 

ost, 


Wen, | 

Now-Yerk 31'St, Lonis... 
Chicago... 36, Brooklyn... 
Detroit..... 47 40 Cincinnat.. 

ote oialaapange 3 ready 

Oaton..,..-.-.. | Baltimere 

Pittsburg 7 44|Lonisvilie.. --3 
Washington,...36 


63:Cleveland 
Indiarzapolis....31 


58: Kansas City...27 
RAILWAY MANAGEMENT. 


ll eeententn aneiiamane 
SLASHING EACH OTHER, 
THE NORTHERN PACIFIC AND MANI- 
TOBA ROADS AT WAR. 

Sr. Pau, Minn., Aug. 16.—There is a 
pretty fight in progress at present between the 
Northern Pacific and Maniteha Roads, each of 
which is making a strenuous effort.to secure the 
lion’s share of harvest traffic, Some time ago 
both roads agreed upon a rate ef $20 te Great 
Falla, Montana, and return. The rate at that 
time to Helena and Butte was $25. The North- 
ern Pacific, it is claimed, inserted a notice in a 
Helena paper claiming that the Manitoba was 
unwilling to make fair rates to Helena and 
Butte, but the Manitoba officials protected 
themselves by equalizing the rate and placing 
the three towns on the same basis. Then, it is 
further alleged, the Northern Pacifio said that 
unless the rate was withdrawn it would make a 
new passenger tariff to points batween St. Paul 
and Helena en a basis of $20, making the rate 
less than 1 cent a mile each way. 

The Manitoba refused to honor the request, 
and to-day the Northern Pacific made goed its 
promise. ‘ Consequently,” said Mr. Pond of the 
Northern Pacifico Passenger Department, ‘we 
are now making a proportionate rate on @ 
basis of $20 to Helena, practically % vent 
per mile, or 119 cents per mile both ways. Min- 
nesota and Dakota are thus given the advan- 
a rates enjoyed by Montana excursion- 

8. 

“That was just what we wanted,” said Pas- 
senger Agent Whitney of the Manitoba “We 
had that in view when we refused to acoede to 
the Northern Pacitic’s demands. In this matter 
of harvest and land excursions the Manitoba 
is not working for present revenue, but fer fut- 
ure advantage. Our idea is to have people see 
what kind of a country we have out there and 
become cognizant of its numerous advantages 
that they may be induced to settle,” 





TAS RE Ee 
GIVE AMERICANS A CHANCE. 
CuicaGo, Aug. 16.—General Passenger 
Agent Charlton of the Chicago and Alton has 
had another communication from Commissioner 
Pierson, stating the position of the trunk lines 


on emigrant rates, and has sent Mr, Pierson an 
answer. 

In this Mr. Chariton says: “We cannot 
newly-imported for- 


ried at a 


understand why - the 
eign workingman should be 
less rate than the AmericGau work- 
ingman, or why any American - citizen 
should not be carried at as low rates on Amer- 
ican railways as you propose to carry foreign- 
ers. The course you are adopting and attempt- 
ng to force upon the railways of thie country is 
nnowise, unfair, and completely anti-American 
in principle,” 

Mr. Charlton reiterates his ertion that the 
Chicago and Alton will accept from its friendly 
connections the same proportions west af Chi- 
cago and Sst. Louis on first-class Ameri- 
can travel that any of its competitors may 
authorize the trunk lines to use in 
ticketing emigrants to the Weat. Mr. Charlton 
has embodied this correspondence in a circu- 
lar and sent a toy A te the General Passenger 
Agents of all the Western roads. 


ele AAR ahiled 
DISCRIMINATION CHARGED. 

St. Paur, Minn., Aug. 16.—The Railroad 

Commissioners held a meeting to-day to consider 
the matter of lumber rates, the discussion of 
which was adjourned over from July 11. A 
number of well-known lumber and railroad men 
were present, The hearing is an outgrowth of a 
complaint made by a number of Minneapolis 
lumbermen charging that the Milwaukee and 
Omaha Roads have been in the habit of hauling 
lumber from peints in Wisconsin through Bt. 
Paul aud Minneapolis to points beyond at a less 
rate per ten per mile than charged from the 
same points into the Twin Cities. 
_ Lhe complaint is made with the object of mak- 
ing the rates in Minnesota the same as in Wla- 
consin and [llinoia and other States. Commis- 
sioner Chapman of the 8t. Paul sud-Minneapelis 
freight bureau made an argument before the 
Commissioners setting forth this view of the 
case, Owing to the unavoidabie absence of a 
number of railroad men from this meeting no 
other arguments were made and the hearing 
was adjourned until Aug. 22, 


OUTLINING THE POSSIBLE. 

Cuicago, Aug. 16.—Evidently the Van- 
derbilt lines do not intend te allow the Pennsyl- 
vania a differential on live stock to New-York. 
When they fave netice of an advance in 
dressed beef and live stock rates, to take effect 
on Aug, 20, they fixed the rate on cattle at 
1319 cents from Chicago to New-York The 
Pennsylvania, in giving notice of an advance 
to take effect Aug. 25, made the cattle rate 10 
cents, To-day the Lake Shere, the Michigan 
Central, and the Nickel Pilate ssued a modified 
tariff, making the eattle rates uniform with 
those announced by the Pennsylvania, except 
on PhiladeJphia business. The figures as al- 
tered are as follows: Chicago to New-York, 10 
cents per 100 pounds; te Boston, 15 cents; to 
Philadelphia, 23 cents; to Buffalo, 722 centa, 
and te Albany and +" between Buffalo and 
Albany, 10 cents. I[f the Pennsylvania lowers 
its tariff to preserve a differential for itself, the 
meve in all probability will lead to another out- 
break of hostilities between the trunk lines, 


—_—_—- > _—_— 
AUGUST’S SECOND WEEK. 

Some railroad earnings for the second 
week of August were reported yesterday. The 
Denver and Kio Grande shewed a decrease for 
the week of $5,500, down to $156,500; the Mil- 
waukee, Lake Shore and Western decreased 
$15,915, to $66,428; the New-York and Northern 
earned $13,415, an increase of $146. Further 
returns for the first week of August were: 
Georgia Pacific, $23,752, an increase of $1,906; 
East Tennessee, Virginia and Georgia, $98,884, 
an increase of $14,661; Burlingten, Cedar 
Rapids and Northern, $44,472, a decrease o 
$4,199. ft 


PHARMAOISTS, MEET. 


Asnpury Pakk, N. J., Aug. 16.—The New- 
Jersey Beard of Pharmacy held its annual meet- 
ing here to-day. The present officers of the 
board were re-elected for the ensuing year. 
They are as follows: President—Chariles Ho!z- 
haurer, Ph. G., of Newark; Secretary—Albert 
H. Brown, Ph. G., of Camden; Treasurer— 
William R. Laird, Ph, G., of Jerscy City, The 
full board was present and consisted of the 
above-named officers and August Dresher, Pi. 
G., otf Newark, and H. O. Kyerson of Newton. 
Other business of a routine character was trans- 
acted. At the conclusion of the ousiness meet- 
ing the examination of candidates fer admis- 
sion as licentiates in pharmacy in the State of 
New-Jersey was held pursuant to the statute 
creating the commission. 








TENNIS AT BAR HARBOR, 


BAR HARBOR, Me., Aug. 16.—The Mossley 
Hall lawn tennis tournament was contisued 
here to-day, amd the struggle for the 
five-hundred-dollar eup will be concluded 
to-morrow, when Mr, M,. 8 Paton of New- 
York will meet Mr. Lee Bengall of Baltimore, 
aud the winuer will try conclusiens with Mr, 
Livingstone Beekman of New-Yerk, the pres 
ent holder of the cup. Mr. Patton to-day beat 
two opponents, A. 8. Cushman of Bosten, and 
Barelay Henry of Philadelphia, by scores of 
7—6, 6—4,: and 6-—0, 6-—-2, reapestively. Mr. 
Beekman to-day beat the Yale champion, Mr, 0. 
H. Ludington, two love sets. 





THE SONS OF VETERANS. 

WHEELING, West Va., Aug. 16.—To-day’s 
session of the National Encampment of the 
Sons of Veterans was taken up altogether with 
the censideration of changes inthe by-laws, and 
the election of officers goes over until tp- 
morrow. Gen. Abbot of Chicage, the present 
Commander, will peebably be re-elected, but he 
has warm competitors in Gen. Frazier of Cleve- 
land, Gen. L. J. Webb ef Topeka, Kan., and Col. 
-E. H, Milham of Minnesota. In the session of 
the Ladies’ Aid Society a resolution of sympa- 
thy for Mrs. Sheridan was adopted, Mothers 
and sisters of veterans were made eligible fer 
admission, 





METHODIST REUNION, 
Yesterday, at the Sing Sing Methodist 
camp meeting, was devoted to old-time Method- 
ism and te areunion ef the older members of 


the chureh, The addresses at the yarious meet- 
ings recalled many reminjscences, It was @ 
very hot day in canip, still ali the services were 
held as usual 





BUSINESS TKOUBLES. , 
Lucille M. Holderer has made an assignment 
to Harry Hohenstein, to whom she has givena pret- 


erence for $15,000. . 
ai 


—cc tain i A a tn i 


Dundaa, 


of the head. 





CITY AND SUBURBAN NEWS 


NEW-YORK. 
* Bow Bells.”—About 15 hours. 


There will be music in Battery Park this 
evening by Bayne’s Sixty-ninth Regiment Band. 


Wheat advanced yesterday on bullish ad- 
— closing at 96%, against 95% on the night 
‘ore. 
A 


“C. C. C, C.”-1. n name is per- 
missible, of course, 2. Not because they are 
anonymous, Letters of an annoying or threaten- 
ing character are against the law. : 


The Knickerbocker Yacht Club will hold 
a regatta for open cat-rigged yachts of the 
seventh class to-morrow, 
from the clubhouse at 2 P.M. The regular Fall 
regatta will occur Monday, Sept. 3. 


The Reform Club will hold the seventh of 
its tariff-reform discussions at its clubhouse, 12 
East Thirty-third-street, this evening at 8 
e’clook. An address will be delivered by Louis 

. Post on “ Protecting American Labor,” 


The Nautilus Boat Club will give an ex- 
cursion to Bowery Bay Beach to-mofrow to wit- 
bess the races of the Long Island Amateur 
Rowing Association. The steamer Crystai 
wo will leave the bridge dock, Brooklyn, at 

A. 


The Board of Health yesterday ordered to 
be vacated at once the houses 3 Sullivan-street, 
68 West Forty-third-street, and 554 West Fitty- 
firat-street, as they were reported as unfit for 
human habitation py reason of their unsanitary 
condition. 


Katharine Gaffney, the old woman who 
while on Biackwell’s Island was found to ps 
entiticd toashare in the property of Patrick 
Gaffney, who died in Chicago, was yesterday ad- 
judged by a Sheriff's jars insane and incapable 
of mavaging her affair 


On the steamer Waesland, which arrived 

esterday from Antwerp, were the Rev. J. O. 

nott, the Rev. Augustus Dayison, the Rev. J. 
8. Watkins, the Baron and Baroness Hupp- 
mann, George M. Duncan, E. E. Long, God- 
frey Noever, and UCapt. Kruse, 


Superintendent Henry Heinzman of the 
Landing Buarean at Castie Garden yesterday 
tendered his resignation to take effect Sept, 1. 
He says that his resignation was given because 
of ill health and that he intends to take a rest 
from aetive business for a timo. 


Charles Giblin, who was convicted of the 
fourder of Madeline Goeltz in her husband’s 
bakery, at 163 West Houston-street, on Feb. 15 
las’, and was sentenced to have been hanged to- 
day, has obtained a respite, his lawyers baving 
taken an appeal! to the Court of Appeals. 


Imre Kiralfy feels proud of the success 
that has followed go stupendous an undertak- 
ing as was involved in producing ‘ Nero; or, 
The Fallot Rome,” at St. George, Staten Island, 
The attendance nightly has increased so that 
nows six or cight thousand dollar house is a 
common event. 


The Board of Health yesterday directed 
President Bayles to notify the managem:nt of 
the Kquitable Gaslight Company thet unless 
due diligence is used In correcting all ju:t causes 
of complaint and remedying the evils complained 
of, the works of the company will be deciared a 
public nuisance and will be ordered closed. 

A fire broke out early yesterday morning 
on the first floor of the two-story attic frame 
dwelling 529 Greenwich-street, which belongs 
to the Trinity Church estate, and the only occu- 
pants of the premises, Pater Wiije, 60 years oid, 
and his wite, Mary, had a narraw escape from 
ones suffocated. The damage will not exceed 


= . 


The Board of Health yesterday directed 
the Chief of the Division of Plumbing and Venti- 
lation to make an examination of the plumbing 
and drainage of the public markets, and to re- 
port their condition and what alterations are 
necessary to prevent contamination of food by 
reason of defective sewer cunnection or defect- 
ive drainage. 


William J. Soldwedel of 839 Lafayette- 
avenue, Brooklyn, registered at the Occidental 
Hotel early yesterday morning. Later he was 
found nearly dead in his room, having turned on 
the gas after taking a quantity of poison from a 
bex which was foundin his room, He left a let- 
ter announcing his determination to kill him- 
self. He will reeover. ( 


Among the passengers of the steamer 
State of Nevada, which arrived yesterday from 
Glasgow, were John A. Begg, James Beattie, 
Prof. M, Charteris, Prof. Wiiliam W. Farris, 
James Graham, Mr. and Mrs. Jobn G. Liddell, 
Lieut. J. E. Petersen of the Danish Navy, 
Fred J. Titus, and Mrs. Lydia Yeamans ‘Titus, 
the singer and comedienne. 


Winfield 8S. Meehan was remanded to the 
Central Ollice yesterday for collecting money 
for various sham charitable schemes, and when 
he was arrested he had a book for subscriptions 
for the Morris Plaina Catholic Church issued ap- 
parently on the authorization of Father Bren- 
nan. Hes admitted that he had collected money 
for this scheme and that it was a cheat. 


Judge Patterson of the Supreme Court, 
Chambers, decided adversely yesterday morn- 
ing upou Dan Lyons’s counsel’s application for 
&@ stay to enable Lyons to appeal to the Supreme 
Court, General Term, from the original judg- 
went in order that the constitutionality of the 
act might be tested. This decision seals Lyons’s 
fate, and he will be hanged on Tuesday next, 


The Castle Garden Committee of the 
Commissioners of Immigration yesterday con- 
sidered the couse of Registry Cierk Raven, who 
Was suspended by Commissioner Stephenson a 
few days ago because he nad allowed a destitute 
immigrant to pass through the Garden without 
sufficient examination, It is understood that 
the committee agreed to recommend Raven’s 
discharge. 


Judge O’Brien of the Supreme Court yes- 
terday handed down a decision in the case of 
John Downey againat Lonis May, as Assignee 
of John J. Cisco & Ce., which was reopened at 
the instance of Mra. Hetty Howland Green. As 
Mrs, Green failed to establish any of the pein ts 
she claimed, she is, according to her agreeme nt, 
liable for the cesta of the last hearing, and the 
accounting stands aa it did before the re- 
opening. 


It is understood that the Direotors of the 
Twenty-third-Street Railroad Company have 
adopted resvlutions declaring their purpose to 
put cars drawn by two horges and manned by 


conductors and drivers on their road., Arthur 


Berry, Mayor Hewitt’s private secretary, has 
received a communication from the companys, 
which he sent to the Mayor, but he declines to 


make the contents of the communicatiorn public 


tor the present. 


The members of the Canadian Football 
team were amung the passcagers who sailed 
yesterday for Glusgow by the steamer State of 
Georgia. They were A. N. Garrett and W. P. 
Thompson of Toronto; W. P. Mustard of Ux- 
pridge, F. Killer and H. Bingham of Waterloo; 
8 Bruabacben, D, Forsyth, T. Gibson, A. Gibson, 
W. Bowman, and C. Koeanz ef Berlin, Ontario; 
T. W. Murray, William Burnett, and A. Webster 
of Galt; H. Beweil of Norwood, and H. Pieré of 
The team will play its first game at 
Belfast. 

Henry Dempsey, a porter employed by R. 
H. Macy & Co., died at his home, 240 Avenue 
A, Tuesday, from the effects of injuries received 
by falling from aseeond-story window while at 
work on Aug. 10, when he was removed to the 


New-York Hospital. Deputy Coroner O’ Meaghor 


held an autopsy on the body yesterday morning 


,and fennd that the cause of death was cerebral 


hemorrhage from rupture of the blood vessels 
Dr. O’Meagher thinks it strange 
that the physielans at the New-York Hospital 
shoula discharge the man immediately after his 
wounds were dressed there. He says he should 


have been kept ior at least 10 daya, 


Sea" * RESET 
BROOKLYN. 


Company D,. Forty-seventh Regiment, 
will have a skirmish drill iu thg fleld east of 
Bedford-avenue near the Boulevard, Brooklyn, 
to-morrow afterneon. 


Corporation Counsel Jenks of Brooklyn, 
obtained an injurnetion yesterday from Justice 
Bartlett enjoining the Atlantic-Avenue Railroad 
Company from tearing up the street at Hamilton 
Ferry to lay a switch for a new road. 

———— 


LONG ISLAND. 


Mayor Gleason of Long Island City was 
again arraigned before Justice Delehanty of 
that city, yesterday, to answer the cemplaint of 
the Long Island Railroad Company of. baving 
feloniously destroyed its property on July 19. 
The case was net tinished, as defendant asked 
for an adjournment until Thursday and got it, 

Or 


NEW-JERSEY. 


The attendance at the faith cure camp 
meeting at Greenville, N. J., was very small 
yesterday. Brother Hancox, tae chief of the 
exhorters, laid the blame on the Mosquitoes, 


Edward Lawton, a butter dealer of 273 
Ogden-avenue, Jersey City, was foundin a baiid- 
ing adjoining his heuse with his threat cut, yes- 
terday morning. No cause is assigned for his 


attempted suicide. He will probably dle. 





ARMY AND NAVY NEWS. 

WASHINGTON, Aug. 16.—A general court-mar- 
tial has been appointed to meet at West Point, N, 
¥., on the 20th inst. for the trial of such prison- 
ers as may be brought before it. The detail for the 
court is as follows: Uapt. P. M. Price, Corps of 
Engincers; Capt, H. G@. Sharpe, Commiseary of 
Bubsistence; First Liout. James Allen, Third Caval. 
ry; First Lieut. E, ¥, Harding, Seventh Infantry; 
First Lieut. E, J; Spencer, Corps of Engineers; 
F. Lieut, W. W, Galb Firat Cavalry, 
and First Liout. 7 A. Johnson, Right Cavalry, with 
Second Lieut A. B. Jacksons Kigh Cavalry, sadge: 
Advocate. Capt. Edwin A, Godwin, Eighth Cavalry, 

has been granted leave of absence for one mont 
Commodore J H, Gillis has been to 
hold himself in readiness to command the South At- 
ay station. Rear-Admiral D. L, Braine, who has 
een in command of that station for the past axe 

ears, will be detached in a short time and ord 

6. 

Commander W. 0. Wise has arrived at Yokohama, 
en route to Cherinipe, Corea, where ho assume 
a Marine Corps, has been 


to auir At the navy yore, 


he boats will start. 


SELEOIING GOOD CANDIDATES 


MINNESOTA DEMOCRATIC CONVENTIO! 
ENDING ITS LABORS. 

Sr. Paut, Minn., Aug. 16.—The Deme 
cratic Convention completed its labors and ad 
journed sine die at 1:05 P. M. to-day. The bal 
was opened briskly at 9 A. M. by Senator Bowes 
who spoke in favor of his resolution relative § 
the election of the State Central Committes 
The resolution was & scheme of Bowen’s t 
break the Deran spell by naming a new com mi 
tee which should not be under the spell of wh 
old one. But the Ramsey County delegates, wi 


had thoroughly eooled off over night, resentel 
@ compromise, which Was accep and adopted 

This provides that the State Central Commit 
tee shall consist of 19 members, 16 oa 
whom shall be selected by the delegates o 
each judicial district, and the other 3 to b 
Selected at large by Mr. Wilson; that the com 
mittee of 19 so constituted shall select it 
Chairman, and that the three members of thi 
committee selected by Mr. Wilson, with tw 
members of the committee so selected by judi 
cial districts, to be selected by Mr. Wilson, sball 
forthe purposes of this campaign, constitute th 
Executive Committee of the State Central Com 
mittee. Senator Bowen accepted the amo 
ment offered by the delegates from Ramse} 
County. All he wanted was a fair selection, ans 
the way proposed by the resolution was satisfao 
tory to him. 

ais vexed question being now out of the way 

setisfactorily to all parties, the convention seg 
tled down to busizess. The nomination o 
Daniel Buck for Lieutenant-Governor was ab 
solutely forced upon him, notwithstanding his 
repeated declinations, and his “*I will accept’ 
was greeted with a great ovation. Itis univer 
Saliy admitted that Buck’s name on the tickel 
will add great strength. W. C. Bradenhagen’t 
nomination for Secretary of State was also 
wise and judicious selection, as every one ad 
mitted, but the nomination of Hans Hansen 9) 
Otter Tail County for Treasurer was a good 
featuro which cannot be commendad 
two _—ihighiv. Hansen is one of the 
strongest Norwegians in the State, and 
be will carry an immense vote, eapecially in the 
Fifth District. C. Dantremont, fer Attorney: 
General, wa vory satisfactory. The State Cen 
trai Committee ig stili controiled by the Doran 
faction, as among the 16 members named by 
the judicial districts are at least 10 Doran men, 
and thus a working majority of the 19 membem 
of the committee. Mr. Wilson's 3 members 
will undonbtedly be fairly distributed awong 
the factions, but even if he chose them ali from 
the kickers, which will be unlikely, it would noi 
effect the complexion of the committee, 

O. M. Hall of Red Wing offered the followin 
resolution, which was unanimously adopt 
amid great cheering: 


Resolved, That the Democracy of Minnesota 
hereby extend their sincere thauks to the Demo. 
cratic Congressmen, Thomas Wilsen, Edmund Rice, 
and John L. Macdonald, for their manly stand in 
favor of the reduction of existing burdensome tarifl 
laws, and we do hereby especially commend the 
foariess and independent astian of the Hon. Knute 
Nelson in voting in favor of the Mills biil ip the in- 
terest of the State and against the dictation and 
dogmas of his own party. 


The convention adjourned sine die. 





BAD FOR THE POLO PLAYERS. 


ELLIOT ZBOROWSKI THROWN DOWN 
AND SERIOUSLY INJURED, 

Newport, R. I., Aug, 16,—Ellict Zbhom 
owski of the Pold’ Club was seriously injured on 
the polo grounds this afternoon. W. K. Thorn 
accidentally ran into him and knocked bim and 
his pony down. Pony and rider wers thought to 
be dead, as the pony did not more for some time, 
The animal partly rested on Zborowaki’s body, but 


as he was pulled out the pony slowly arose and 
appeared dazed. Zborowski was unconscious 
and was takentothe clubhouse on a siretecheor. 
br. Gorham Bacon of New-York was on the 
ground, and he went to the assistance 
of the injured player. Zborowski’s back ap- 
pears to be injured and two of his ribs are 
fractured. Mr. Thern was not dismounted, and 
1t was only by good management that his pony 
did not trample upon the uncanscious rider and 
his pony. August Belmont, Jr., was slicht- 
ly injured and 3S. SS. Sands, Jr, was 
sent out of his saddle early in the 
match by Zbvrowski, who rode inte 
Lim. Mr. Sands perfarmed quit an acrobatic 
feat in leaving the saddle and stirrups, and he 
rolled over aud over and his pony jumped right 
over him, but aid not touch him. Mr. Sands 
was not. hurt. It was the = roughest 
gc match ever played here, and it 
8 a wonder that others were 
not hurt. Some bad biced and temper was 
manifest all through the match on the part of 
the players, hence the accident; but all of them 
were unavoidable. The crippled team was com- 
peiled to play after the accident. Mr. Zbo- 
rowski will not be able to play any more polo 
tais season. 


CHICAGO PRODUCE 


civics: lit 

CHICAGO, Aug. 16.—Provisions were stronger 
to-day. The trae was strong from the start, and 
for Pork the day’s closings showed an actual ad- 
vance of ldc., for Lard of 10c., and for Short Hibs 
of 10¢.@12%0. Hutchinson was said to be the 
largest individual buyer of Pork. Lard, as usual, 
was supported by English houses. September Pork 
sold from $13 12%, early up to $13 3742; Lard from 
$8 77%, up to $8 85, and Short Ribs from $7 85 up 
to $7 97% Short Ribs and Lard ciosed for 
September at the highest figures quoted .and 
Pork at $13 35. The October future stood at the ad- 
journment at $13 40 for Pork, $5 8vu for Lard, and 
$8 for Short Ribs. August property was nominally 
the same as September. Winter deliveries averaged 
higher, closing at_ $12 55 tor year Pork, $7 70 for 
year Lard, $12 72% for January Pork, $7 65 
for January Lard, and,$6 50 fer January Short ibs. 

The market for Wheat was active, the baying 
being both large and gencral. ‘Ihere was ap- 
parently no concerted action on either side, 
and after showing temporary weaknoss ani a trac- 
tional decline just at the opening the market forged 
upward abont l‘oc., and at tho close was 1¢,@1'sc. 
higher than at the close of the day before. W))liam 
T. Baker & Co. reported large forcign buying orders 
for both cash and futures. New-York pa:ties also 
took on some Wheat here to-day. September 
opened at 82%c.@82ec., touched S824ye., then 
improved, aud ruled quiet and steady for 
a time at around 233c.@32%gc.. advanced 
rapidly to 83%gc., but reacted %ac. or so under realiz- 
ing sales, and ou the next bulge suld up to 84c. A 
few minutes hefore the close September rested at 
837%c., Octuber at 84%Qc., and December at 86 ac. 
Engagements by lake shippers were for 140,000 
bushels of Wheat. Sales in store were reported at 
&4 gc. @44%0. for No. 2 Red Winter and at 5544.0 
83 7c. for No. 2Turkish, 

Corn was only moderately active; 





MARKETS. 


trading was 
largely local; fluctuations in prices were within 44¢. 
limit, and at the close the leading features were 
uotably 4s¢c. lower, with May Corn unchanged. 

utehbinson was credited with selling some, but 
upon au indication of a break he gave the market 
support. Receipts were about as expected, 
but «estimates for to-morrow showed seme in- 
crease, being for 385 cars, anil when the 
figures were mane public speculative 
offerings were increased somewhat. September 
openedat 44%c., or a shade under Weduesday’s 
closing bids, andafter selling at an extreme range 
of 44c.@449c., cloned at 44%c., with August at 
about the same, October at 44's5c., November at 
415,0., year at 39%e¢, and May af 3%'2e.. with 
39%c. bid. Lake engagements were limited to 
84,000 bushels ata decline of J9c.@ 5. There ox- 
isted an active demand for cash offerings. 





CHICAGO LIVK STOCK, 


CHICAGO, Aug. 16.—Cattle were active to-day 
and there was the usual firmness in choicw Leeves 
and the accustomed weakness in all common 
and undeirable droves. The receipts aggregated 
about10,000 head. Asa rule prices for the best cat- 
tle were 10c.@lic. # 100 1b. higher than on the day 
before and shipping stock averaged 25c.@i5c. 
higher thar at the closa of last week. Cattle averag- 
ing 1.078 to 1,508 ib. were in active demand to ship 
out alive at $3 5U@6 50, and plenty of dressed beet 
Sceers averaging 743 to 1,640 IB. sold $3 75@6 40, 
Nearly 100 Cattle were soid at $6 10@$6 25, and 
215 or more Steers sold at $6 30@46 50. The 
stocker and feeder trade was unusually active, aud 
upward of 700 Steers, averaging 585 w 1,114 bb, 
sold at $1 90@$3 50. Cows sold freely for canning 
purposes at $1 20@52 35. Range Cattle receipts 
includea about 3,000 Texas and Indian Cattle aud 
1,300 Western ramgera, and the market was active 
and streng for the best byt duli and werk 
tor canning steck. ‘Texas Cattic sold at $1 63@$1 9U 
tor Cows and Bulls and $2@$3 for Steers averaging 
714 to 1,209 tb., while neariy 200 Iniian Territory 
Steors that averaged 980 to 1,016 i. went for $3@ 
$3 35. Prices clused as follows: Choice shipping 
Beeves, $6@$6 50; fair to good shipping Steers, $o 
@5 90; common to fair dressed beef Steers, $3 500 
$4 20; common to chnice Bulls, $1 6U@#2 85; good 
to choice Cows, $2 75@$3; poor to medium Cows, 
? 20@$2 70; atoekers and feeders, 61 VUM@HS 50; 

Vestern rangers, $4@$5; Texas and Indian Steers, 
$2@33 45; Texas Uows and Bulls, $1 GU@s2, 

Hogs were in fairly active packing and shipping 
domand, and prices ruled firmer for very desirable 
lots. Only about 9,000 Hogs were received. Heavy 
Hogs that averaged 240 to 370 &%. found pur- 
chasers at $5 75@$6 35, and light weights aver- 
aging 140 te 200 ib. went for $5 65@$6 35. Pigs 
aud rough lots weighing 100 to 460 Ib. were dis- 
oy of at $38 50@G5 50, and Mixed Hogs averaging 

00 to £40 th. sold at. $5 60@$6 380. Shippers 
ar 5,000 Hogs, and seven Chicago packers 
pe 5,000. Grassy Hogs were too plentiful, 

nd sold slowly~at $5@$5 75 in car lots. Several 
buyers paid as high as 36 for fancy heavy Hogs, 
and some selected butchers’ sold at $6 40. 





CALIFORNIA MINING STOCKS. 


San Francisco, Aug. 16,—The official 
closing quotations for mining stocks to-day were 
28 follows: 


Potosi... 


-1.30) Union Consol. 
«fel 


GARR: -sepwegeess wadhnsade 

ellow Jacket........ 3.50 
Commonwealth.......4.30 
Grand Prize ...... «--L.15 
Nevada Queen. 4.60 
North Selle Isle..,...2.40 








BOND PURCHASES. 
WASHINGTON, Aug. 16.—The Secretary of the 
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AMUSEMENTS 


THIS EVENING, 


—_——_ 


BROADWAY THEATRE—At 8—THE QUEEN’s 
MATE. 


EDEN MUSEE—ERDELYI NaczI—Wax WORKS. 
KOSTER & BIAL’S HALL—DRAMA AND CONCERT. 


MADISON-AV. AND 59TH-ST.—PANORAMA JERU- 
SALEM AND THE CRUCIFIXION. 


MADISON.SQUARE THEATRE—At 8—A LEGAL 
WRECK. 


MANHATTAN BEACH, CONEY ISLAND—FIRE 
oF LONDONX. 


PANORAMA BUILDING—BATILE OF GETTYS. 
BURG. 


POLO GROUNDS—At 4—BAsEBALL, 

8ST. GEORGE, STATEN ISLAND—At 8:30—NERO. 
TERRACE GARDEN—At 8—MaDAME ANGOT, 
THE CASINO—At 8—NADJY. 


WALLACK’S THEATRE—At 8—PRINCE METHU- 
SALEM. 
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TERMS TO MAIL SUBSCRIBERS, POSTPAID, 


FS PR 
DAILY, l year, $6 00; with Sunday....88 00 
DAILY, 6 months, $3 00; with Sunday....8$4 00 
DAILY, 3 mouths, $1 50; with Sunday....§2 00 
DAILY, 1 month, with or without Sunday... ‘75 
SUNDAY EDITION ONLY, 1 year......... 82 00 
WEEKLY, per year, $1. Six months, 50 cents. 

Terms, cash in advance. We have no traveling 
agents. Remit Postal Money Order, Postal Note, 
Draft, or money in registered letter. Postage to For- 
eign countries, except Canada, 2 cents per copy. 

Address THE NEW-YORK TIMES, 

Sample copies sent free. New-York City. 

ART RL 
NOTIVCES. 
—— 

Tue TIMES cannot return rejected manu- 
ecripis, no matter what their character may be. 
To this rule no exception will be made with re- 
gard to either letters or inclosures. Nor will 
the editor enter into any correspondence re- 
specting rejected communications. All matter 
not inserted is destroyed. 

The business and editorial departments of 
THE TIMES will continue to occupy their pres- 
ent quarters during the erection of the new 
TimEs Building. 

Readers of THE TIMES going out of town 
can have the paper mailed to them for 75 cents 
per month and the address changed ae often as 
desired. 

THE Times vill be sent to any address in 
Europe, postage included, for $1 35 per month: 

The daie printed on the wrapper of each 
paper denotes the time when the subscription 
expires. 

The only up-town office of THE TIMES is at 
1,269 Broadway, between Thirty-first and 
Thirty-second strecis. 




















The Signal Service Bureau report indicates 
for to-day, in this city, rain gnd cooler weather. 


Mr. BLAINE’S defense of trustsis a cam- 
paign blunder in comparison with which 
yr. BURCHARD’S celebrated remark about 
Sum, Romanism, and Rebellion sinks to the 
Svel of a harmless pleasantry, but if he 
Jad omitted the declaration that trusts 
“are largely a private enterprise with 
which neither the President nor any private 
sitizen has any particular right to inter- 
fere” he would have made, in the remain- 
ing sentences he devoted to that sub- 
ject, only a fair statement of the 
Republican position. The Chicago 
Ponvention was forced tocondemn trusts 
because the people condemn them, but 
it is of necessity a part of the Repub- 
lican creed that the protective tariff 
does not foster trusts, and that propo- 
sition Mr. BLAINE endeavored to prove 
by citing the instance of the Coffin 
Trast in England and by his unsupported 
assertion that free-trade England is 
‘literally plastered over with trusts.” 
THE Times has done as much as any paper 
inthis country to show how trusts grow 
and what they do. It has labored to little 
purpose if it has not demonstrated beyond 
cavil that in most cases they are a 
direct product of protective customs duties, 
which by excluding foreign competition 
leave the American people with no defense 
against combinations to suppress domestic 
competition and control prices. © 

















This is the case with the Steel Beam Trust, 
composed of seven firms, who, with a pro- 
tecting duty of $28 per ton, are able to get 
$73 92 per ton for beams costing less than 
half that sum to produce. It is also the 
case with the Sugar Trust, for Mr. JoHN 
SHERMAN, a recent convert to the be- 
lief that trusts exist and are harmful, 
said in the Senate last Tuesday: “It 
is certain that these combinations grow out 
of revenue laws, as the Sugar Trust, 
which is one of the*most dangerous and 
wrongful trusts ever organized in this 
country; this trust can certainly be 
reached by the operation of our revenue 
laws.” We have frequently expressed the 

‘ opinion that the reduction of $11,750,000 
in sugar duties provided for in the Mills 
bill is insufticient to demolish this trust, but 
it is doubtful whether the Republicans will 
agree with us, for Senator PLUMB avers that 
any great reduction of sugar duties would 
distress the Republican sorghum growers 
of Kansas. But if the Republicans are 
really not of Mr. BLAINE’s opinion their 
Senate bill will of course reduce the duties 
which enable such concerns as the Marble 
Trust, the Stove Trust, Mr. ARKELL’s Paper 
Bag Trust, and the Lead Trust, the Borax 
Trust, and the various iron ore combina- 
tions to fix prices at an exorbitant figure. 

FESO NO ET I TIE 

Those convivial entertainments at, Sena- 
tors’. houses in Washington, known as 
“ order-of- business” conferences, are said 
to be enlivened by discussions growing. out 
of irreconcilable differences as to what 
should be done about the tariff. In fact, 
the main object of these hard-cider confer- 
ences is to conceal those differences from 
the public and contrive some means of 
smothering them in a tariff bill upon which 
there can be a semblance of agreement. 
Now these differences between Republican 
Senators represent corresponding differ- 
ences between intelligent Republicans all 
through the country, and the latter will 
not hold conferences to conceal them and 
will not surrénder their honest convictions, 
even if a makeshift tariff bill which nobody 
expects or intends to pass is patched up. 
Republicans who believe in tariff reform 
know how it can be had, and if they vote as 


will help to bring it about in the only way 
possible in this campaign. It is said that 
the one thing certain abont the bill upon 
which Republicans are trying to agree is 
that it will not threaten any harm to those 





ingredient of the kind of “ soap” 
tied Jadiana in October, 1880. ° 


that car- 


Gov. Hruv’s friends upon the Democratic 
State Committee failed to carry out the 
Governor’s plans yesterday. It was his 
intention and theirs to call the State Conven- 
tion at Saratoga the first week in Septem- 
ber. The place actually chosen was Buffalo, 
and the date is Sept. 12. But this is only 
one point gained for those who.oppose the 
nomination of a candidate subject to a sight 
draft for money obtained from the City 
Treasury through corrupt political “deals.” 
Many more pomts must be gained before 
the danger of HiLw’s nomination can be 
said to be averted, and perhaps the strong- 
est point of all would be union upon 
some candidate in opposition. A negative 
campaign such as has thus far been carried 
on against Gov. H1Lu is necessarily nerve- 
less and barren. A strong name brought to 
the fore would draw from the Hill ranks 
many influential men now in the attitude 
of passive acquiescence in what seems 
to them the probable choice of their 
party. The time gained for deliberation 
through putting off the convention until 
the second week in September will be val- 
uable, but the need of the moment is a can- 
didate tor the nomination who will be 
recognized by the Democracy as fit for the 
place and loyal to the national ticket. 

The veteran carbuilder, JOHN STEPHEN- 
SON, who has always voted the Republican 
ticket since the Republican Party was 
formed, comes out for CLEVELAND and 
tariff reform. This is another instance of a 
manufacturer who sees clearly that the 
manufacturing interests of this country 
are hampered by duties on raw materials 
and on the necessaries of life, which create 
high prices for so many things that high 
wages are delusive. What the workingman 
really gets for his work is what he can buy 
with his wages, and a system that makes 
prices high and restricts his opportunities 
for steady work is not in his interest. 

LATOR PAS A ARO, AS NLS TT 
MR. BLAINE ON “TROSTS.” 

Mr. BLAINE’s prodigious propensity for 
blundering asserted itself again on Wednes- 
day and led him to make some observations 
concerning trusts which will do more harm 
to the Republican cause than all the 
“*blasts upon his bugle horn” which he can 
find breath to blow between now and the 
day of election can do it good. It wasata 
great mass meeting in the City Hall at 
Portland, called as an expression of wel- 
come to Mr. BLAINE, that these fatal re- 
marks were made. We quote that passage 
of Mr. BLatnr’s speech which referred to 
the subject of trusts: 

“When President CLEVELAND delivered his 
message he had something to say to the Ameri- 
can people about the danger of ‘trusts.’ [{ think 
there has since been no Democratic papers in 
th seountry, whether they understood the mean- 
ingof the word or not, that have not been con- 
stantly warning the people as to the possible 
danger of ‘trusts.’ [Laughter.] Well, I shall 
not discuss trusts this afternoon. J shall not 
venture lo say that they are altogether advanta- 
geous or disadvantageous. They are largely pri- 
vate affairs with which nether President Cleve- 
lana nor any privale cilizen has any particular 
right to interfere. Quite aside from that, the 
point which I wish to impress upon you is that 
‘truats’ are not the outgrowth norin any way 
the incident of the protective polisy, as the 
President charges; that a protective policy no 
more breeds what he considers the pestilence of 
trusts than does the veriest free trade country 
in the world, which is England; for England is 
literally plastered over under her system of 
free trade with Trusts.” 

It is impossible to account forsuch talk as 
this in a campaign in which the leaders of 
both parties unite in denunciation of 
trusts and extortionate combinations of 
capital, except upon the theory that Mr. 
BLAINE is @ born blunderer and can’t help 
it. He has not in his European wanderings 
traveled so far from this country or been so 
completely cut off from means of communi- 
cation with it as to be ignorant of the 
fact that the people here, during the 
last six or eight months, have been thinking 
and talking more about the subject of 
trusts than about any other, except only 
that of the protective taxes, which, indeed, 
are the parent of the trusts. Mr. BLAINE 
is woefully and unaccountably ignorant 
of what has been going on here if 
he does not know that a vast 
majority of the people of this coun- 
try have come to look upon trusts as 
devices for making a few of the rich richer 
and most of the poor poorer; that they are 
hostile to trusts because in countless ways 
they make the cost of liviug higher by en- 
hancing the price of the articles whose 
production and sale they control. Mr, 
BLAINE ought to know that trusts and 
combinations are at present a subject of 
Congressional investigation; that the At- 
torney-General of this State in the inter- 
ests of the people has recently brought a 
suit against the Sugar Trust, and that suits 
against other similar combinations have 
been brought in Louisiana and in Chicago. 
It would seem that the least thoughtful 
and prudent speaker would have hesitated 
to assert that neither the President nor 
any private citizen ‘“* had any right to in- 
terfere” with these rapacious organizations 
against which the people without regard to 
party have declared their determined hos- 
tility. . 

It is evident that Mr. BLarng is aware 
that the Democratic position this year is 
one of opposition to extortionate trusts. 
His speech shows that he had read at least 
the message in which Mr. CLEVELAND used 
the following language: ; 

* But itis notorious that this competition [i.e., 
among domestic producers] ia too often strangled 
by combinations quite prevalent at this time, 
and frequently called trusts, which have for 
their object the regulation of the supply and 
price of commodities made and sold by mem- 
bers of the combination. The people can hard- 
ly hope for any consideration in the opera- 
tion of these selfish schemes. “ * * The 
necessity of combination to maintain the price 


| of any commodity to the tariff point furnishes 


| proof that some one is willing to accept lower 


they believe,as very many of them will, they | 
| prices are remunerative; and lower prices pro- 


combinations of capital or those protected | 


manufacturers from whom they expect to 
extract “fat” to lubricate the wheels of 


prices for sueh commodity and that such 


dueed by competition prove the same thing. 
Thus where either of these conditions exist, a 
case would seein to be presented for an easy re- 
duction of taxation.” 

We may tairly assume also that he lad 
read the following declaration of the Dem- 
ocratic platform: : 

* Judged by Democratic principles, the inter- 
este of the people are betrayed when by unnec- 


‘their political machinery. They cannot essary taxation trusts and combinations are 
pfiord to check the flow of. this necessary , permitted and fostered, which, while unduly 


our citizens. by depriving them of the benetits 
of natural competition.” 


’ Whether Mr, Biarne has read the plat- 
form adopted by the Republicans at Chi- 
cago, the platform which enunciates the 
principles his party holds and the purposes 
it hopes to achieve, the platform upon 
which its candidates stand, and by which 
its campaign speakers are expected in some 
measure to be guided, must remain a matter 
for conjecture. Until he made his speech at 
Portland it would have been assumed, as a 
matter of course, that Mr, BLAINE had read 
the Republican platform. But his views in 
regard to trusts are so directly opposed to 
those put forth at Chicago that his ac- 
quaintance with the latter must bea mat- 
ter of doubt. The platform declaration 
upon this subject is as follows: 


*We declare our opposition to all combina- 
tions of capital organized in trusts or other- 
wise to control arbitrarily the condition of trade 
among our citizens, and we recommend to Con- 
gress and the State legislatures in their re- 
spective jurisdictions such legislation as will 
prevent the execution of all schemes to oppress 
the peuple by undue charges upon their sup- 
plies,” 


It-is certainly a most awkward circum- 
stance that the great leader and statesman 
of the party who dwarfs by his command- 
ing stature the candidate whose name heads 
his ticket should in this public manner kick 
the platform to pieces. Mr. Quay, it is 
said, had spoken contemptuonsly of Mr. 
HARRISON’S speeches as ‘“‘gabble,” but Mr. 
HARRISON is at least a ‘‘safe” talker. To 
praise the home and approve temperance 
and virtue will not diminish Gen. Har- 
RISON’S chances of election. But for the 
idol of his party and the chief speaker of 
the campaign to declare the inviolability of 
trusts and announce his belief that the 
question of their harmfulness is open to 
doubt, not only diminishes but will surely 
destroy whatever chances remain of the 
success of the Republican ticket. Mr. 
BLAINE will see his blunder presently, and 
will perhaps attempt some awkward re- 
vision of his views. Unfortunately for Mr. 
BLAINE ho revised the report of his 
speech before it went to the press, 
so that his customary explanation that it 
was & Me toes error is denied himin this 
case. It would be interesting to know the 
opinion of astute party managers like Mr. 
QuAY upon this Portland speech of Mr. 
BLAINE’s, though we ‘doubt whether a fam- 
ily newspaper could present those opinions 
in their original and complete form. 


THE CONSEQUENCES OF REJECTION. 

Senator MORGAN’s motion to postpone the 
tinal consideration of the fisheries treaty 
was defeated in the Senate yesterday by a 
vote of 24 to 27. The consideration of the 
treaty section by section was afterward 
taken up, and Senator GIBSON made a 
speech, closing with a motion to recommit 
toj the Committee on Foreign Relations, 
with instructions to report with amend- 
ments freeing the instrument from ambi- 
guity and remedying any defects in its pro- 
visions, or in lieu of that, presenting a 
plan of arbitration for the settlement 
of the fisheries troubles. No action was 
taken on this motion, and Mr. FRYE asked 
unanimous consent to an order closing the 
debate on Monday evening and directing 
that the vote be taken at 12 o’clock Tues- 
day. Senator MORGAN stated that the 
Democratic Senators would take this prop- 
osition under advisement until to-day. It 
isthe declared purpose of the Republican 
Senators to press the treaty to a vote to the 
exclusion of all other business. There is 
no present indication that the Democrats 
will make any prolonged resistance or that 
the treaty will be withdrawn. The dispo- 
sition seems to be to allow final action to 
be taken and leave the responsibility for 
rejecting this important agreement for the 
peaceful settlement of a long-standing and 
threatening controversy with the Repub- 
lican Senators, 

This will be a very unfortunate ontcome 
of the negotiations of last year, which were 
conducted with great care and ability and 
with a disposition to come to an amicable 
and just agreement, which it will be diffi- 
cult to renew after the contemptuous treat- 
ment accorded to the work of the negotia- 
tors. It is the more to be deplored because 
it will be evident to all the world that the 
treaty has been dealt with by the majority 
of the Senate in a spirit of gross unfairness 
induced by a partisan desire to defeat the 
efforts of a Democratic Administration 
to settle a grave international diffi- 
culty, involving the friendly relations of 
this country with Canada and Great Brit- 
ain, with whom such relations are of the 
utmost importance and value to the people 
of the United States. It will make ita 
difficult matter to renew negotiations here- 
after with any chance of reasonable conces- 
sions or a friendly settlement. A more 
satisfactory treaty than this there is no 
prospect of getting, and the responsibility 
of its rejection is very grave and will cer- 
tainly be damaging to the party that ac- 
cepts it. 

Of course, if the treaty is rejected now the 
protocol containing the modue virendi pend- 
ing ratification will go with it. That modus 
vivendi has proved effectual thus far this 
season in preventing serious trouble, In 
spite of the declarations of opponents of the 
treaty that it was of no value, and predic- 
tions that no fishing vessels would avail 
themselves of it, many licenses havo 
been taken out under it and it has 
proved of great use. Predictions as to 
the failure of the treaty to put 
an end to troubles and _ grievances 
would have proved as unfounded as those 
in regard to the modus vivendi, if it could 
have been ratified. The Administration 
cannot be deprived, by a partisan rejection 
of the treaty, of credit for the motives and 
purposes which inspired the negotiations 
and for the excellent agreement which it 
secured. It showed an appreciation of 
the gravity of the situation and a patriotic 
desire to avoid the consequences of a policy 
| of retaliation, to which its opponents were 
trying to force it. For this allsober-minded 
people will give it credit. 

. The Senate ought even yet to give sober 
thought to the possible consequences of re- 
jecting the fisheries treaty. It will prac- 
tically exclude all further effort for the 
peaceable settlement of the trouble, The 





‘ 


enriching the few that combine, rob the body of 





only alternative in case Canada proceeds . 


with the enforcement of her view as to the | but through taxes collected by the parttes 


right to exclude our fishing vessels from | 


her ports, as she undoubtedly will, will be 
retaliation. And it will be no such mild 
and ineffectual retaliation as Senator SHER- 
MAN suggested in his recent speech. Canary 
dian fishing vessels desire no such privi- | 
leges in our waters and our ports as our , 
fishing vessels claimin hers. They would 
be of no value to them. Proclaiming their 
exclusion from such privileges would besuch 
retaliation as Canada might inflict for the 
exclusion of her vessels from the seal fish- 
eries of Behring Sea by proclaiming that 
American vessels would not be allowed to 
take seals in the Gulf of St. Lawrence. 
Retaliation to have any force or effect 
would have to extend to commercial inter- 
course between the United States and Can- 
ada. This would hurt us quite as much as 
it would hurt Canada, but it would surely 
lead to reprisals and exasperate the rela- 
tions of the two countries into actual hos- 
tility. The consequence might in the end 
be war; not war with Canada, but war 
with Great Britain, which, whatever the 
final result, would cause more loss and in- 
jury a thousandfold than all the fisheries 
are worth. It 1s easy to pooh-pooh this 
view of the case, but when once an un- 
friendly course is entered upon there is no 
calculating the results, 

The chances might be regarded with 
equanimity if the treaty were unfair or un- 
just to any rightful claim of the United 
States or any of her people, and if it had 
been acted upon soberly and deliberately 
after a fair consideration of its merits, But 
it is an eminently worthy settlement of 
every disputed question, and it will be re- 
jected, ifit is rejected, out of a purely par- 
tisan opposition to the work of the present 
Administration. One thing may avert evil 
consequences, and that is an emphatic ap- 
proval of the Administration and an equally 
emphatic condemnation of the unpatriotic 
course of the Senate by a vote of the people, 
for this might produce a turn of affairs that 
would still make a peaceful settlement pos- 
sible. 


A RICH MAN’S PARTY. 

When the Republican Party arose, now 
more than thirty years ago, it was neces- 
sarily from the nature of its aims a party of 
the common people. There was nothing 
about it to attract the wealthy as such; 
there was much to attract those whose 
means were scant, whose struggle in life 
was hard. It was essentially an anti- 
slavery party, and though its policy was re- 
stricted to the exclusion of slavery from the 
Territories, it was well understood by the 
authors of that policy and by those against 
whom it was directed that such exclusion 
would be fatal to slavery. Republicanism, 
therefore, stood in those days for the rights 
of free labor, for the protection of the op- 
pressed, and all men of the working class 
sufficiently intelligent to understand how 
liberty and equality were the very bulwarks 
of their rights sympathized with the party. 
It was not, moreover, at that timein any 
sense @ place-hunting party. It had no 
patronage to bestow, and its best workers 
throughout the North, in every town ‘and 
village and on the farms, were men whose 
convictions were strong and definite and 
whose conscience was awakened and active. 
They sought no reward but the triumph of 
their principles; they spent money rather 
than gained it in politics, and they felt 
themselves tobe, asin fact they were, the 
equals of any with whom they were associ- 
ated. 


The condition of the party has Aince then 
greatly changed. Rich men, often without 
too much regard to how their riches were 
obtained, have come to the front and have 
taken the lead. Under Republican rule the 
Senate has come to be looked upon asa 
“club of rich men,” and the possession of 
wealth has not infrequently opened its 
doors to those who had very little other 
qualification, not even party loyalty, as 
witness the way in which the mine-owning 
Senators have persistently opposed the 
long-established policy of the party as to 
silver until they have finally succeeded in 
securing its disavowal. Nor has this been 
the only channel to political advancement 
opened by mere wealth in the Republican 
Party. No one supposes for a moment that 
Mr. MORTON would have been chosen as a 
candidate for the Vice-Presidency had he 
been a poor man. A respectable private citi- 
zen, he has never given the slightest evidence 
of being endowed with unusual capacity for 
public affairs. Indeed, such evidence as is 
afforded by his brief and obscure career in 
Congress is all against that conclusion. On 
the other hand, he has failed conspicuously 
to secure the confidence of the people of ihe 
State in which he lives or of his own party. 
He has more than once undertaken to secure 
an election to the United States Senate by 
methods that demonstrated little but his 
persenal wealth, his ambition, and his lib- 
erality in spending his money in order to 
gratify his ambition. There are, at a mod- 
erate estimate, 10,000 men in the Repub- 
lican Party better fitted by mental equip- 
ment, by experience, by reputation for the 
Office to which Mr. MoRTON has been 
nominated. But they have not so much 
money, or else are unwilling to contrib- 
ute it. 

Two things have combined to bring 
about this change in the Republican Party. 
One is the spoils system which the party 
succeeded to when it came into power, and 
which it had, when ejected, enormously 
developed. The other, and more important, 
is the gradual and finally complete subver- 
sion of the party to the influence of the pro- 
tected interests. This has been extremely 
and constantly demoralizing, because it 
has brought into active operation in public 
life the pecuniary interests that are the 
most harmful. In business life, where these 
interests necessarily prevail, they are 
checked and regulated by the fact that 
every one ig measurably free to contend for 
his own. But in public life .all power is a 
trust, and the money employed does not 
belong to and is not furnished by those 
who handle it. Hence the need of the 
strictest safeguards and also of the strictest 
limitations that can be enforced. In the 
case of protection the evil is worse, because 





the action of public men enables certain 
persons to get large gains, not through the 
Treasury, where they could be watched, « 


in interest from the consumers. By giving 
special advantages to favored persons the 
protective tariff organizes a large body of 
active and eager men with whom the per- 
petuation of the tariff and of the party that 
will sustain the tariff is a matter of direct 
personal interest. They may easily think 
it is also a matter of patriotic principle, 
but every one knows that judgment com- 


plicated with interest is not to be trusted. 


And, as a matter of faét, the tendency 
toward something very like corruption and 
wholly unlike candid and honest politics 
has grown in the Republican Party with 
the growth of protection. When men make 
money by politics, they are ready to use 
money in politics, and this is the way in 
which money has come to be more impor- 
tant in the Republican Party than anything 
else. 
NETRA TNL 
THE HOUSE OF LORDS. 

A curious discussion has sprung up re- 
cently with regard to the reform of the 
House of Lords. The peculiarity of this 
movement is that it originates within that 
body. The discussion has been mostly con- 
ducted by peers or by the eldest sons of 
peers, An eminent writer or two like Mr, 
FREEMAN contribute to the debate. Mr. 
FREEMAN’S contribution is historical rather 
than practical, regards the present rather 
than the future. Mr. FREEMAN says that 
the idea of two houses, one of which 
should act as a check upon the others 


‘which has been accepted in all constitutional 


countries, (with the exception of Greece,) 
was not in the least intended by the 
framers of the English Parliament. 
EDWARD I.’s object was to have a Par- 
liament of the three estates—the clergy, 
the Lords, and the Commons. His three 
houses became two, because he could not 
get the clergy to act asa separate estate. 
From this sheer accident came all the second 
chambers in the world. The practical sug- 
gestion which Mr. FREEMAN makes toward 
a solution of the question is that England 
already has an ideal reformed Honse of 
Lords in her Privy Council. The Privy 
Council is, he says, **the nearest image of 
the Roman Senate”; it is neither heredi- 
tary nor elective, ahd is formed by a kind 
of process of natural selection, all the 
leading men of all parties and of all de- 
partmentsin the State finding their way 
into it sooner or later. Furthermore this 
body has nothingin the world todo. But 
Mr. FREEMAN proceeds to show that the 
Privy Council cannot be made a second 
chamber for the reason that so many of its 
members are needed in the House of Com- 
mons. 

The complaint of the young peers and 
eldest sons who want reform is that, sup- 
posing a second chamber to be a good 
thing, the House of Lords isa very inef- 
ficient second chamber. But a small part 
of the peers attend, and it is only upon 
Tare occasions that the body shows any 
life whatever. Lord SALISBURY, indeed, 
says that this is as it should be. If 
an attempt is made to render the 
House an active body and to compel a 
larger attendance, the British Consti- 
tution will suffer a serious modifica- 
tion. The propositions of the youthful 
peers are substantially that there should 
be a great increase in the number of life 
peerages and that there should be some 
modification of the hereditary principle, 
either by a principle of selection or by a 
test of service, such as twenty years in the 
army, navy, diplomatic service, or Parlia- 
ment. 

The current number of the Quarterly, 
which may be called the organ. of Tory 
England, has an article upon the subject, 
which, although taking the extremest con- 
servative ground, is yet suggestive and 
well informed. Some prevalent motives 
are pointed out to be erroneous, In answer 
to the criticism that the House of Lords is 
now too large, it is shown that in propor- 
tion to the population it is much smaller 
than formerly. The common statement 
that the English aristocracy is modern 
and that the. bulk of the old aris- 
tocracy was destroyed during the Wars 
of the Roses is shown to be mis- 
leading. The later shoots were, indeed, 
cut: down, but the great majority of the 
rest remain. This essay,. however, does 
not. at all succeed in showing, indeed 
scarcely attempts to show, that the 
hereditary character of the House of 
Lords should be retained. The Quar- 
terly explains with much _ ingenuity 
and perfect truth that the Lords are not 
themselves a. class, but the representatives 
of a class which is the landed aristocracy of 
the country. There is no doubt that the 
body of English country gentlemen, 
whether titled or not, have precisely the 
position of the Continental nobilities. 
But it is just on account of this 
representative character that the Rad- 
icals object to the House of Lords, They 
complain that the Lords always vote in 
their own interests instead of acting as 
Trustees charged with a trust. A negro 
in one of our Southern States was once 
tried for stealing a wagonload of 
hams. The evidence was clear against 
him, and there seemed to be no doubt 
of aconviction. His counsel made an elo- 
quent speech in his behalf, but was never- 
theless greatly surprised when the jury 
returned a verdict of ‘‘not guilty.” 
Turning to the accused he _ said: 
“That was the most eloquent speech 
of my life.” “No, no,” was the 
reply; “it was not your speech that did it; 
every one of the jury had a ham.” When 
the House of Lords rejects a Liberal meas- 
ure which is sent up to them the feeling of 
the rest of the country is that “‘every one 
of the jury hasa ham.” There is really no 
need of a sepurate house to look after 
the interests of the land owners. And 
yet we find the Quarterly fervently ex- 
pressing the belief that the abolition of the 
influence of the authority of the peers 


will be the end of English greatness. We 


in this country have almost to rub our eyes 
to realize that this is an expression of con- 
temporary opinion. 
RTT NR AARNE 

YOUNG HANLAN BURNED TO DEATH. 

Toronto, Ontario, Aug. 16.—Edward 
Hanilan, Jr., the young son of Hanlan, the vars- 
man, while playing with matches last night set 
fire to bis clothing and was burned to deatm | 





“MAYBE 80;° = ~~ 


How many more people die of cures than 
of the diseases !~Philadelphia Inquirer. 


Some one says that wealth is a shadow. 
It ig a pleasant reflection to many of us.—Yonk- 
ers Statesman, 


The best use to put a madstone to is to hit 
@ snapping, vicious dog in his spot of vitality 
with it.—Philadelphia Record. 


Some of our most positive talkers on yel- 
low fever wouldn’t know a case if they met it in 
the road.—Auwania Constitution. 


No man ever carried a letter around in his 
pocket a fortnight and failed to tear it up and 
write it over again.— Boston Herald. e 


The two great parties are in accord in one 
particular. Itis upon the excellence of fishing 


as aform of rest and recreation.—Baliimore 
American, 


Probably there is nothing in the world 
that a man resents so quickly and sodeeply as to 


find you awfully busy when he is perfectly at 
leisure.—Shoe and Leather Reporter. 


Do not let your overweening modesty pre- 
vent yeu from recording your own good deeds, 


A real estate man lost a fortune once through 
an unrecorded deed.— Harper's Bazar. 


Visitor at Cannon Foundry—This is all 
grand, stupendous, astounding. But where will 
your occupation be when universal peace pre- 


vaiis? Proprietor of Works—Casting cannon to 
celebrate it with, Sir.—Ohicago Iribune. 


Some one suggests that William Tecumseh 
Sherman, “the last of the great captains,” 


must be beginning to feel quite lonesome. Pos- 
sibly heis. Buthe is not the kind of manto 
get very lonesome 80 long as William Tecumsen 
Sherman is around to keep him cempany.— 
Washingion Critic. 


Mr. Blaine wants the workingmen “to 
see what I have seen and hear what Ihave 
heard during my absence in Europe.” Col. Sam 
Burdett’s client, hauled hefore the court on a 
breach of marriage contract, haa written to 
his Duleinea: “ If you have hear’n what! bave 
hear’n, you’ve hear’n a lie, my honey.”—Louis- 
ville Courier-Journal. 


“You want a position in my store, do you, 
miss?” said the kind-hearted merchant. “You 


don’t look as if you had had much experience 
in selling goods. I have only one place vacant 
now. It’ain the soap department, in the base- 
ment, and the salary is only $1 75 a week. But 
my wife informed me this morning she needed 
another girl in her kitchen. If you would like 
that place she will give you $4 a week and a 
good home. Which would you prefer?” “Til 
take the soaplady position, Sir,” was the 
haughty reply.—Chicayo Jribune. 


‘There was a funny thing happened last 
night,” said Zimmer. ‘It was about 2 o’cleck, 


when a ring at my door awakened me, and when 
I went down I found a messenger, who asked 
me to get my fiddie as quickly as I could and go 
with him, as there was a man dying. Now, I 
have played for all kinds of performances, and 
I have always furnished’ good and appropriate 
music, but I had no idea as to what kind of tid- 
dling was required for a deathbed, and knowing 
I could do neither myself nor the occasion jus- 
tice I sent the messenger oft to find some mu- 
sician who had had Se in that line,”— 
Virginia (Aev.) bnlerprise 


Friday evening during the rain two ne- 
groes met in the road about a mile from Amer 
cus, and asthey had been quarreling with one 
another, thought they would settle their differ- 
ences there. A large tree stood close by, and 
one of the darkies pulled off bis coat and went 
to the tree to putitdown. Just then ughtning 
atruck the tree, ran down it, and knocked the 
negro over. The other one, thinking th«t he 
was killed, started off, but the negro jumped up 
and yelled: “ Yer took ’vautage and bit me wid 
er rock. Try it ergin; I’se ready now.” The 
other darky only pointed to the tree, saying: 
“Tse got enough of you, if lightning can’t hurt 
yer old head, Ican’t.” The negro looked at the 
tree and then looked for his coat, but it had dia- 
appeared, and he has never found it. Now he'll 
walk two miles before he'll pass by that tree.— 
Americus ( Ga.) Republican, 


Yesterday morning while the street gang 
under Mr. Dan Sheehan were cutting some 
weeds in Messrs. Fowler & Morrison’s let en 


Water-street, they came across two beautiful 
spider webs, which were inhabited by four very 
large yellow spiders. When the weeds had been 
cleared away so the webs could be plainly seen, 
the discovery was made that each had the 
word “ Wilmington, N.C.,” printed across the 
face, as if photographed there. Every one who 
saw the curious spectacle was struck with won- 
der, and at least 25 people, white and black, 
gathered around to get a glimpse of the ouriosity. 
The words were sufficiently plain for each to 
readily read them, and one of the webs, which 
was placed on a piece of paper, retained the out- 
lines for a considerable length of time. The two 
webs were about five feet apart when discovered, 
and were of a gauzy, fan-like appearance that 
made them things of beauty.— Wilmington (N. 
U.) Messenger. 





BISMAROK’S WEIGHING CHAIR. 
From the London Figaro. 

Close by the side of Prince Bismarck’s 
bath is a weighing chair, covered with red vel- 
vet, of the most modern construction, and the 
great German Minister never falls to “ try his 
weight” at least once a day, or to record the re- 
sult of his trial in the small diary he 
keeps attached by a string to the arm of 
the weighing chair for the purpose. There 
was a time when the Prince scaled the 
somewhat Gargantuan weight of 247 pounds, 
bat “much as happened since theu,” 
as his late friend Lord Beaconstield once re 
marked. And, among other things, the Prince 
has taken not to “ banting,” but to a more re- 
cent system of dealing with one’s “too, teo 
solid flesh.” Thanks to determined perseverance 
in the system, the German Chancellor was last 
Friday able tu announce at the breakfast table, 
in a tone ef triumph, that he that morning en! 
weighed 190 pounds. Europe, which has suc 
& Geop interest in Prince Bismarck’s continued 
life and geod nealth, would do well, if puseible, 
to secure for information a daily return of the 
weights recorded in the Chanceller’s little diary, 





DEVOTED TO HIS PRESENT DOTY. 
From the Boston Herald, Aug. 12. 

The Rev. Percy S. Grant, the Episcopal 
clergyman who recently had three impertant 
calis in his hands at one time—the invitation to 
the Rectorship of Grace Church, Providence; 
the request to become Dr. Greer’s assistant at 
St. Bartholomew’s, New-York, and a similar re- 
quest to take the place of assistant under Dr. 
Brooks at Trinity, in this city—bas declined 
them all in favor of remaining at Fall River, 
where he is doing an important work among the 
mill people, in whum he has become deeply in- 
terested, Mr.Grant’s decision to remain at bis 
present post of duty rather than take unsolicited 
steps te advance in his profession must cause 
the Fall River people to give his ministrations 
increased attention. Such instances of devotion 
to the duty that lies nearest one, wnich was Car- 
Iyle’s detinition of the pathway to a worthy 
career, are not so numerous that they skouid 
not be mentioned wnen they occur. Mr: Grant 
ia a Buaton boy, arecent graduate of the Cam- 
bridge Theological School, and a man of decided 
promise in his profession. 





DISAGREEING ON DOCTRINE. 

CotumBvs, Ohio., Aug. 16.—The Rev. Dr. 
George Thomas Dowling will resign the Pas- 
torate of the Euclid Avenue Baptist Church at 
the prayer meeting. to-morrow eveniog. This 
step will surprise and grieve his congregation, 
which is deeply attached to him, but he said 
privately to the Times correspondent this even- 
ing, that his action is final, because be finds the 
prevailing sentiment of the denomination is 
strong for close communion, while he is as 
strong for open communion. He sihas 
given the subject careful consideration 
ands ihas decided to retire from 
the denomination when he leaves his church, 
Oct. 1. For a year he will devote himself to 
rest and thought, be says, and then enter the 
ministerial work in some otber denomination, 
but which one he has not decided upon. He 
will remove his family to the vioinity of Boston. 
He has been Pastor of the chureh here 11 years, 
and has been preaching since he was 21. He 1s 
otpaneat, gifted, and exceedingly popular with 

classes. 





FLOODS IN SWIIZERLAND, 
Lucerne Dispatch to the London Daily News, _ 
Owing to the incessant rain, night and 

day, since Monday the Lake of Lucerne has 
swollen enormously. The basement floora of 
the hotels en the quay are floeded, and parts of 


the promenade have fallen in through the force 
of the water. The low-lying houses of the old 
town are inundated, and further down the River 
Reuss several bridges bhuve been destroyed, 
Considerable damage bas also been done to the 
north uf Lucerne, All the country between 
Erstefeld and Attinghausen is inundated. Parts 
of the St. Gotharad Railway are under water, 
and a number of heuses and bridges have been 
washed away. The rain still eontinues, and 
there is fresh snow on the mountains. Similar 
reports reach us from other districts, Mr. 
Henry Irving, Miss 
are 


Terry, and party have 
arrived, and are spending a fortnight here 


~ SOIBN1ISTS IN SESSION. 
SOME VALUABLE PAPERS READ AND 


DISCCSSED BY LEADING MEN. — 

CLEVELAND, Ohio, Aug. 16.—At to-day’s 
general session of the American Association for 
the Advancement of Science, C. J. H. Woodbury 
of Boston was elected Vice-President of the seo- 
tion of Mechanical Science. A large number of 
papers, chiefly technical and of interest to 
specialists were read and discussed in sections. 
Edward Atkinson sent a paper on the 
“Use and Abuse of Statistics,” which provoked 
discussion adverse to his suggestion that the 
currency of the country should be wholly 
metallic, This was followed by a paper by Ed- 
ward H. Ammidown, giving suxgeations tor 
legislation on the currency. He maintains that 
it is the part of wisdom to prevent the demon- 
etizing of either of the precious: metals and to 
afford every facility for extending the use of 
both silver and gold money as the expanding 
business of the world may demand and justify 
it. He advocated the ultimate withdrawal of 
legal tender notes. 

r. D. G. Binton in his paper before the 
Biological section denied the alleged Mongolian 
affinities of the American race. 

Prof. W. L. Dualey declared before the section 
of Chemistry tnat the injurious effects of cigar. 
ette emoking are due not to impurities, but to 
the manner of smoking, the smoke being 
breathed into the lungs. 

Prof. Spencer B. Newberry’s paper asserts 
thatin using kerosene of ordinary quality in 
powerfully-heating lamps, which are now com- 
mon, we are dependent for our safety upon the 
accurate construction of all the burners, which 
render it difficult for the explosive vapors in 
the lamp to me ignited. An oil which 
flashes below 120° Fahrenheit is not safe to use 
5 lamps. The New-York State test is 


The Committee on Physics reported that phys- 
ics teacbing may begin with profit in the gram- 
mar school, and should be at 
through iliustrative experiments. Mr. B. E. 
Fernow of the United States Agricuitural De- 
ew urged the need of a forest adminis- 
tration. 

Mrs. Laura Talbot of Washington made a plea 
for the establishing of industrial achools for 
children in cities. 

To-nizht Dr. G. Stanley Hall of Johns Hopkins 
College, lecture upon recent results in scien- 
tifle physiology, treating mainly of what is vari- 
ously termed wental science and faith cure. 


MANY MILLJONS REMAIN. 


THE WILL OF CHRISTOPHER MEYER 
PROBATED. 

Nrw-Brunswick, N. J., Aug. 16.—To-day 
the will of the late Christopher Meyer was ad- 
mitted to probate by Surrogate Howell in this 
city. It was drawn in June. A codicil which 
was drawn in July was attached, but this was 
only tiled, as the family filed a caviat against 
it. The will directs how the property is to 
be divided, which is in nearly equal 
parts, but the name of the widow is 


not mentioned, and it is understood she received 
$250,000 beiore her marriage in lieu of dower, 
The Exeoutors are Damed as Trustees to look 
after the interests of Mr. Meyers’s insane son, 
Howard. The Executors are John C. Meyer, 
Mahlon Martin, and James Dechier, In the 
codicil one of these names is strieken out, but 
itis misspelied, thoush Dechier ia no doubds 
meant. Tho codicil adds the names ef C, A. H. 
Bartlett an! H. A. Taylor, the latter a son-in- 
law of Mr. Meyer, as Executors. 

‘The estate is believed to be worth $8,000,000, 
but as vo schedule is filed this not certain. The 
Executors have tbree months to file the sched- 
ule, and say it will hurry them to do it, as there 
is so much to do. The will directs that 
all the preperty be sold and converted 
into cash. Messrs. Meyer and Martin 
were the only Executers who ualified 
though the rest, except Messrs. Bartlett an 
Taylor, were present. Mr. Williams, the drawer 
of the will, and Mr. Paul and Mr. Geroch, Mr. 
Meyer’s nurse, were also present. It is believed 
that Mr. Meyer lost $10,000,000 in the last 10 
years in railroaa speculations. 


rst mainly by and 








4 NEW PASTOR FOR NEWARE. 
From the Baltimore Sun, Aug. 13. 

The Rev. Dr. John B. English, Pastor of 
Grace Baptist Church, corner Caroline and Prea- 
ton streets, has accepted the cali tothe pastor- 
ate of South Baptist Church, Newark, N. J. The 
call was made in June, but Dr. English was 


loth toleave his charge here, and has only ac- 
cepted the Newark cali in deference to the unan- 
imous desire and pleadings of the South Baptist 
cungregation. hile this call wae under con- 
sideration Dr. English had intimation from the 
Deacons and Trustees of the Ruggies-Street Bap- 
t st Church, Boston, that they wanted him there, 
but they did mot press their claims under the 
conviction that he wouid accept the call to New- 
ark. Dr. English bas resided in Baltimore about 
eight years, and has been Pastor of Grace 
Chureh fer the past four years, forfour years 
previeus to which he was in the service of the 
American Baptist Publication Society in con- 
rmection with the Board of the Maryland Btate 
Union Association. His pastorate of Grace 
Chureh has been successiuL He built the 
present beautiful editiee, and had the congre- 
tion incerporated under its present titla 
r. English is a strong advocate ef probibi- 
tion, and was a delegate te the National Con- 
vention. He was a@ leading participant and 
speaker in the labor movement in this sity, 
and he actively employed bimself in the suc 
cessful effort to obtain legislation for the 
street ear drivers, which secured for them 
@ reduction of frem 17 to 2 working 
hours a day. His tinal sermon in Grace 
Church will be preached on the last Sunday 
in August, and he will hold his first service as 
Pastor of South Baptist Church Sept. 1. He 
succeeds the Rev. Dr. Thomas E. Yassar, who 
resigned to fill a call to Calvary Baptist Church, 
Kansas City. Dr. English ia a brother of the 
Hon. William H. English, and is closely related 
to Gov. James E. English of Connecticut. He 
was graduated from the theological department 
of Shurtleff Colleze, Lilinois, in 1875, receiving 
at the same time the theological prize fer 
oratory. A congregational meeting of Grace 
Church aecepted the resignation of Dr. English, 
and appointed a committee to express rearet at 
his departure and to commend him to the peo- 
of his new charge. Previously a petition 
ad been presented to him from the congrega- 
tion asking him to remain. 





WOMEN AT THE POLLS IN KENTUCKY. 
From the Woodford (Ky.) Sun. 

The election last Monday passed off with 
less excitement than could have been reasona- 
bly expected. Under the local option law the 
saloons were all closed. The ‘“* whisky” men 
had met Sunday night and sgreed not to use 
|. any whisky. As far as we could learn, this was 
adhered to. There is no doubt that good order 
was greatly promoted by the presence of ladies 
at the polis. At5 A. M. the ladies held a prayer 
mecting in the Methodist church, and were ad- 
dressed by Mra. Nield. At the vorth door of the 
Court House and at the Market House Precincts 
lemonade stands had been erected, and a 
number of ladies attended them throughout 
the day, serving the refreshing beverage to all 
comers. In the course of the day fully 200 ladies 
were present, staid matrons and beautiful 
maldens, all bebaving with modest dignity. As 
frequent intervals they sang Gospel hymns and 
temperance songs. They did not zo to the polls 
porrueh out after voters, but gentlemen who 
paid their respects wera appealed to te vote 
against whisky. Over the polls atthe Market 
House was the motto “Vote for Your Roy.” 
Over the ladies’ atand, “Don’t Let Our Boys 
Bezome Drunkards,.” At the Court House stand 
the mottoes wers: “We Are Praying for You, 
““In God We Trust,” * Vote for the Women and 
Chiidren.” The negro band from Georgetown, 
employed by the whisky men to enthuse the 
colored voters, struck up Aa little after 5 
o'clock im the merning. Prodigies of wind 
and locomotion were performed by the 
band during the day. In the early forencon it 
looked a little as if there were an effort to drown 
out the ladies, but as the band could not play 
incessantly the music of the two factions was 
aoon alternated. At the close of the polis botn 
parties claimed the victory, but neither was 
certain enough to de much shouting. In con- 
sequence the town was never mere quiet than 
on Monday night. By tbe official count made 
Wednesday local option was defeated by 16 
votes. But the temperance peopie are not satis 
fied. Several ro a bave been arrested fer 
illegal voting and if is thought that the ques- 
tion has beep carried, 





4A BRIDE’S PRESENT FROM THE SULTAN, 
Constantinople Disputch to the London Timea. 
In token of high regard and with the 
usual delicate attention exhibitea on ail occa 
sions by hie Majesty the Suitan yesterday sent 
his First Secretary of the Palace to the British 
Embassy during the reception on the occasion 
of Miss White's wedding, with his Majesty’s 
most gracious compliments, and a handsome 
diamond tiara for the bride, and a gold cigar 
ette case with his Maljesty’s cipher set in brill- 


iants forthe bridegroom. Numerous and moss 


handsome wedding gifts were offered to the 
bride, among which was a diamond necklace 
presented by British residents, with an appro- 
priate address, testifying the bigh esteem in 
— the Ambassador is held by the British 
colony. 


RHINE WINES S&CAROE, 
From the London Truth. 

The annual wine auctions which have 
lately been held in Germany show that good 
Raine wines are unp dentedly scarce, and 
therefore prices have run very high, even for 
the sound table wines which are habi 














ANOTHER NOTABLE CONVERT 
10 TARIFF REFORM. 
JOHN STEPHENSON,: THE PIONRER CAR 
BUILDER, A LIFE*LONG REPUBLIC- 
AN, CHANGES HIS POLITICS. 

While the party of high taxes and pauper 
jm portation isatraining every nerve in its efforts 
to convince manufacturers and‘ their employ es 
that their salvation depends upen the election 
of Gen. Harrison, the manufacturers them- 
selves and their employes. who have investi- 
gated the matter are rapidly falling into line for 
Cleveland and tariff reform. 

John Stephenson, whe built the first tram oar 
for the ‘first strect-car road established any- 
where in the world, in this city, for the New- 
York and Harlem Railway Company, (Fourth- 
Avenue,) in 1831, is the latest convert from Re- 
publicanism to the party of Cleveland and tariff 

eform. Mr. Stephenson is now 79 years old, 
and has voted forevery Republican candidate 
for the Presidency, from Lincoln to Blaine in- 
clusive, but he announces his firm determination, 
if his life is spared, to vote this time for Cleve- 
land and Thurman. Although he never took a 
personal interest ia politics beyond that of ful- 
filing his duty asan American elector, he was 
for year after year elected school officer of his 
ward, serving 20 years in that capacity. He 
served an apprenticeship in Goach building, me- 
chanical engineering, and designing, as a young 
map, and in 1831 established the business of 


which he is now the head, and which has grown 
to —— largest establishment of its kind in the 
“world. 

Toa Times reporter he said yesterday: 53: § 
have det rmined to vote for Cleveland and 
Thurwan, noiwithstanding the fact that I have 
heretofore been a supporter of the Repub- 
lican candidates for the “Presidescy ever since 
there was 4 Republican Party. But the Repub- 
lican Party bas outlived‘its usefulness, and in 
advocating the maintenance of the present high 
tariff—bigher even than during the war—it aims 
a blow at the business interests of the country. 
I have been in this basrnexs over 57 years aud 
have solil street cars in every civilized country 
in the world. Three years’ agoI made for the 
Lonutten Tramway, (Limifed)—the corporation 
owning all the street car lines in London on the 
Surrey side of the Thames—6U cars. They were 
the last | ever male for that company, and 
have made but.a few since that time, for any 
European custumers. She tariff on the raw 
materials that enter into the conatruction of 
etreet cars makes the goods +o expensive that 
the Europeans prefer to make their own Cars, 
although they cannot begin tu make them as 
good and light and strong as we do. 

“The principal articles.ot foreign production 
that enter into the manufacture of street cars 
are iron, colors, and uphoistery goods. The iron 
is taxed about 80 per cent., tue colors about 50 
per cent, and the upholstery geods and tapes- 
tries about 60 per cent. Since they have had 
any patterns to work on, the Kuropeans have be- 
gun to manufacture for themselves, and, al- 
though they cannot pro.iuce so guvod and dur- 
able anu article, they can build cars that look like 
mine so much cheaper that they prefer to build 
their own. Even thus, however, they continue to 
send to me for many of tne purts of the cars 
which they can’t produce to their satisfaction at 
home. I still am able to sell cars in sume of the 
Bouth and Central American States and in 
Mexico. But wita the tariff on raw waterials 
wiped out [ shouid be able todo a much larger 
business in all parts of the world and to employ 
a@mueh larger number of men. I now employ 
about%400 men, but the season is dull orI would 
have 500 mon at work at this time of the year. 
The American workiuan has always commanded 
larger wages than his foreign competitor be- 
oause be has always done wore and better work, 
and the question is not ‘how much money do 
you handle on Saturday nigut,’ but ‘how 
much comfort do you get for your work.’ 
When I was at work at‘ the bench every tool I 
used, from a brad aw! to a broai axe, was of 
English manufacture, and clumsy and expensive 
tuo. Now, all our tools are better maue and 
post less thun the Englisb tools. The aivantage 
{se all with the American workman. He lives in 
h free courtry in which the ‘cost of Gevernment 
is }ess than w fourth of whatitisin any. ef the 
countries of Europs. His labor 18 not directly 
taxed, but under the high-tariff policy the 
money he gets for his labour bas lost its pur- 
ehasing power. Some of our manufacturers 
think their prosperity is due to the protective 
tariff. They lose sight of two important facts— 
that this was a new country, with everything 
to be supplied, aud that 1t was in fact a Nation 
of 38 States, many of which exceed in size any 
of the civilized nations of Europe, and that 
there was always perfect freedom of trade be- 
tween them. 

* There is but a slight difference now between 
the wages paid here and in England in my line 
of maunvfactures, and the reduction in she tariff 
on the raw materiais we use would not make 
apy appreciable difference in the wages we now 
pay. The men have tv be specially educated to 
our work, and workmen of foreign eduvation 
coming into our factory have not accomplished 
» @&8 much nor as good work as those who have 
~ learned the trade in the factory. Those who are 
now with us are all graduates of the factory. 
Beveral of them—those particularly who have 
taken the pains te educate themselves on the 
tariff question—are going to vote the Democratic 
tioket. For they have convinced themselves 
that any posxibie reduction in their wages would 
be more than offset by the decreased cost of 
wearing apparel and otber necessaries of lire. 
Some few English workmen who tried their 
hands for a time at our work have returned to 
jhe old country convinced that they were as 
well off there as they were here, notwithstand- 
ng the silghtly higher wages they recelved 

ere.” 


dieoeaiemictingacin 
MR. BLAINE DIDN’T THINK 

Mr. Blaine’s statement in his speech at 
Portiand, Me., on Wednesday that he would not 
venture to say whether trusts were advanta- 
geous or disadvantageous, and that they were 
Jjargely ‘‘ private affairs” with which neither 
President Cleveland nor any private citizen had 
any right to interfere, was the main topic of con- 
versation at both the Democratic and Re- 
publican National Headquarters yesterday. 
Cel Brice, Senator-elect Barbour of Virginia, 
Arthur Sewall of Maine, of the Democratic 
Campaign Committee; Everett P. Wheéler, who 
is about to go upon the stump in Maine, and 
Col. William R. Morrison of the Inter-State 
Commerce Commission, who were at the Na- 
tional Democratic Headquarters during the day, 
all spoke of the fatality which seemed to attend 


Mr. Blaine every time he wade a speech, and 
what effective ammunition he ineviiably fur- 
nished the Democracy. i 

Mr. sewall, @ citizen of Maine, and well 
acquainted with its people, said: “* Mr. Blaine 
could not have dene a more disastrous thing for 
his party than to have ome tippantly about 
trusts to the people of Muine. Trusts have 
done them too much injury and damaged too 
many industries. In Portland, right where Mr. 
Biaiue was speaking, the gigantic Sugar Trust 
closed up @ sugar ype! which gave employ 
roent to between 400 and 500 men. You may be 
sure that those workingmen who lost their jobs 
and have seen their fumilics suffer by means of 
trusts do not regard their existence as beiug of 
no Gunvern to the country. They believe that 
they are a terribie evi. which menaces the wel- 
fare of the country, and they want to see them 
put down. Mr. Biaine’s speech will make many 
votes for the Dewvoracy in Maine.” 

The general sentiment of the other members 
of the committee, and of Col. Merrison and Mr. 
Wheeler, is that Mr. Blaine is under +o wany 
obligations to monopolists that be caunot fight 
them; that sume of the most prominent man- 
agers of the great truste are bis personal and 

wlitical friends, avd that it. is impossible for 
om to denounce them. He finds ne difficulty in 
denouncing Murphy in the abstract, but when 
it cowes to particularizing he bega to be ex- 
oused, 

Mr. Blaine’s friendly remarks about trusts 
were made at the ‘“‘nick of time” for the Na- 
tional Democratic Committee. They have just 
arranged the scledules of the speakers who will 
* stump” Maine, andeach speaker will be in- 
structed to make “the greatest living states- 
man’s” opinion of truste a prowinent topic. The 
Dewocratic campaign will be opened on Satur- 
fay, when Gen. Samuei F,. Carey. will speak at 
Biddeford ana Co}, John R Fellows at Lewiston. 
Aug. 27 there wiil bea creat meeting at Portland, 
where Henry Watterson will speak and answer 
Mr. Blaine upon bis owm ground, showing by 
statistics whut trusis have dove for Pertiand 
Among the other speakers in Maine will be ex- 
Senatur James RK. Doolittie, tue Hon, T. M. Pat- 
ter-on of Colorado, Everett P. Wheeler, the 
Hon, Frank is. Fuster of Massachusetts, and 
the Hon. M. V. Gannon and the Hon. J. Sterling 
of Kuusas.._- 

Pampulets will be printed containing choice 
extracts from Mr. Biainue'’s speeches, with ap- 

propriate cumments, the National Committre 
Pelieving that no better Democratic campaign 
documents can ve distributed. Col. Brice, how- 
ever, autborized a denial ef the rumor that he 
had aiready wade generous offers to Mr. Blaine 
to keep on speaking during the campaign in 
ease the National Republican Committee should 
decide thatit was fwprudent to lire him. He 
gaid that such & Move was not yot imperative, 
though it mignt become panenge 

At the Natiuual Repupiican Headquarters a 
secres neeting of the Executive Committee was 
held at noon. Senator Quay, Mr. New, Col. 
Dudley, Garrett. Hobart, and Senator Fassett 
were present. Mr. Clarkson 16 still suffering 
from his injuries received on esday niguct 
. while he was trying to turn out the gas in his 
roow at the Everett House, and is unable to 
leave his room. One of bis ankles is badly 
epraine:!, and was more painful than ever yes- 
terday. After the meeting was over, Col. Dud- 
ley was asked: 

** Was anything saia about Mr. Blaine?” “Oh, 

Nr. Blaine’s offer tos k during tae cam- 

, gn was conaidered. t. Blaine basa placed 

‘ fimeeif in the hands of the National Committee, 

with a jal request that ho be not treated as 
@ ‘star’ bat ase private in the ranks.” —_— 

«wail Mr, be sent out Wests” “ Nethi 
hes as-yet. Mr. Harrison has 


‘THE POLITICAL CAMPAIGN 





W tdo you: think anagt tof hig 
peuare’ about t ba es 8 Mey he” 

“T do not think it will be harmful. r. Riaine 
qrobeny did.not think about whut he was say- 

ng. Mr. Blaine considers the tariff to be the 
all-absorbing question, and he believes that, as 
the champions of pretection, we can carry the 
country. He treats all other questions as of 
minor importance.” 

“«Tan’t it possible that Mr. Blaine has not read 
the Republican platform, and does not know 
that it particularly condemns trusts?” 

“*Very likely. He has had little time to read 
since he arrived home.” ; 

Awong the callers upon the Executive Com- 
Mittee while it was in session was ex-Congress- 
man Brady of Virginia, one of the Wise faction 
which has been fighting Gen. Mahone. itis un- 
deratood that he desires substantial encouraze- 
nent from the National Committee. Col. Dudley 
was aske] abeut the matter, and he replied: 
“We aball make no attempt to carry any 
Southern State, and I want to give the 
reason why. We want to avoid: bloodshed, 
An active campaign by the Republicans of the 
South would only resuitin the murder of hun- 
dreds of innocent cvlored people, and we shail 
not allow them to be slaughtered if we can help 
it.” In regard to Mr. Blaine’s participation in 
the campaign Gen. Russell A. Alger, who made 
@ tinal visit at the Républican Headquarters yes- 
terday preparatory to returning to Detroit, 
said: ‘‘Mr. Blaine will make five speeches in 
Michigan.” A member of the National Commit- 
tee (not Col. Dudley) to whom this remark 
was repated, exclaimed: ‘That will depend 
upon tre size of Gen. Alger’s check.” From which 
it may be inferred that Gen. Alger has not yet 
“come down,” notwithstanding various re- 
ports about one-hundred-thousand-dollar checks 
lavisbly bestowed. John McMarkin, and other 
leaders of the workingmen, severely condemn 
Mr. Blaine’s language about trusts. 


ale et li ose 
FORD’S VIEWS CHANGE. 

A well-known Irish-American took into 
the National Democratic headquarters yester- 
day a letter which “Pat” Ford sent out in 1881 
in company with his :pamphlet deneuncing Mr, 
Blaine for his conduct while Secretary of State. 
Its language is in striking contrast to Ford’s 


present adulation of ‘the greatest living states- 
wan.” It is signed by Ford and is written on an 
Irish Worid letter head. The text is as follows: 

Inclosed with this you will receives copy of an 
open letter to Mr. Blaine ou ** The Rights of Ameri- 
cans Abroad.” ‘the matter of Mr. M. P. Boyton’s 
arrestand detention by the British Government 
without trial is one in which -the honor of the 
United States is at stake, as well as your rights, and 
principles as an American citizen; and it behooves 
every true man to give expression to hie sentimente 
through the press, rostrum, or other medium 
of public opinion, against the outrage that Mr. 
Blaine, in his oapacity as Secretary of State, has 
allowed to be perpetrated in the face of interna- 
tional law, American traditions and precedents. 
How it was possible for Mr. Blaine to do otherwise 
than demand the immediate trial or release of Mr. 
Boyton, if he had taken the trouble to look up the 
law iu the matter at ail, I cannot see, and I believe 

ou will agree with me that he has been derelict in 
bis duty when you have read the facts. 

PATRICK FORD. 

Mr. Ford is anything but a joy and a comfort 
to his Republican friends. He swears that he 
will not tolerate the nomination ’of Warner 
Miller for Governor, and nothing which has yet 
been done has placated him. Ford’s batred 
aprings from 1. Miller’s course at the 
Chicago Convention in .suporting . Harrison 
instead of Blaine. Ford met Mr, Miller in 
the Grand Pacific Hotel and attacked him 
savagely, saying, among otber things: ‘* Mr, 
Miller, [ understand you want to be the Repub- 
lican nominee for Governor of New-York. am 
a friend of Mr. Blaiue’s, and I won’t forget you, 
either.” 


—— 

REPUBLICAN DELEGATES CHOSEN. 

Republican , primaries were held in this 
city yesterday afternoon and evening to select 
delegates to the State Convention, which is to 
meet at Saratoga on the 28th inst. Among those 
chosen were John H, Grimes, Denis Shea, P. V. 
R. Van Wyck, Emigration Commissioner Charles 
N. Taintor, William H. Townley, Police Com- 
missioner Stephen B. French, John Simpson, 
Senator Cornelius Van Cott, John J. O’Brien, 
Bernard Rourke, who has declared a preference 
for Hill for Governor; Frederick Finck, the 
boodle Alderman of the 1884 board; Charles 
Smith, the saloon keeper; Civil Justice George 
B. Deane, Jr.; Henry C. Batty, George Bliss, 
Col. 8. V. R. Cruger, John Fitch, George Hill- 
jarai, Clarence W. Meade, Frederick 8. Gibbs, 
John P. Winaoiph, Henry L. Sprague, Knox Mc- 
Afee, Charles A. Winch, Coroner John R, Nugent, 
Sheridan Shook, Robert A. Greacen, Senator 
William M. Evarts, Henry Kropt, 8. N. Simon- 
sou, James W. Perry, Joseph C. Biglin, Gen. 
Joseph C. Jackson, William H. Bellamy, Police 
Sesties Solon B. Smith, Assemblyman Ernest H, 
Creaby, Robert M. Gallaway, John H. Gunner, 
ex-Judge 8. Burdette Hyatt, Henry Grasse, 
Heury C. Robinson, John G. Huhn, Roilin 
Tracy, and Frederick Seagrist. The ticket in 
the Thirteenth District was a composite one, 
contain ag equal numbers of Gibbs and anti- 
Gibbs adherents. In the Twenty-fourth District 
the delegates will be chosen this evening. 


THE DEMOCRATIC CLUBS. 

The following ciubs have joined the State 
League since those last reported: 

Cleveland and Thurman, South Glens Falls, Sara- 
toga County.—Howland Fish, President; Kugene 
Breen. Secretary. 

Canarsie Democratic League, Canarsie, Kings 
County.— Richard V. Kemsen, President; Frederick 
W. Lemken, gn 

Independent Cleveland Club, Buffalo, Erie Coun- 
oe A. Mullenhoft, President; George a. 

araiies, Secrétary. ° 

Cold Spring Cleveland ana Thurman Club, Sev- 
enth Ward, Buffalo, Erie County.—A. Hagelin, 
Presideut; H. Lambrix, Secretary. 

Cleveland and Thurman Club, Greenwood, Steuben 
County.—C. U’Harigan, President; Miner Shaw, 
Secretary. 

Democratic Club of Granby, Oswego Falls, Oswe- 
go County.—A. C. Culkins, President; Frederick 
Summerviile, Secretary. 

Age | Men’s Cleveland and Thurman, Little 
Falle, erkimer County.—J. D. Beckwith, Presi- 
dent; Cnarles A. Fox, Secretary. 

The Forty Club, Valatie, Columbia County.—R. 0. 
Hurlburt, President; John sStuydevant, Secretary. 

Hungarian American Democratic Association, 
New-York City.—K. Steinhardt, President; J. H. 
White, er ere 

Democratic Club, Middleville, Herkimer County. 
—B..W. Franklin, Secretary. 

Democratio teform Club, Schodack Landing, 
Rensselaer County.—N. G. Spalding, President; N. 
Becker, Corresponding Secretary. . 

Cleveland and Thurman Ciub, Cooperstown, Otse- 
go County.—George Van Horne, President; Samuel 
6S. Bowne, Secretary. 


NEW-JERSEY DEMOCRATS. 

The New-Jersey State League of Demo- 
cratio Clubs holds it first convention at Trenton 
on Aug. 22and 23. The Essex County delegation, 
representing 65 clubs from that county, held a 
meeting last evening at Newurk. There will be 
amass meeting on the evening of the 22d at 
Trenton, which will be addressed by Congress- 
man R. Q Mills, W. C. P. Breckinridge of Ken- 
tucky, and McoAaoo of New-Jersey, Chauneey 
F. Black, President of the National Association 
of Democratic Clubs, and others. Dr. J. F. 
Wrightson of Newark, Vice-President of the 
National Association, and W. 8. MoKean of 
Newark, Secretary of the New-Jersey State 
League, have charge of the arrangements. 

a 


MULLER IS SATISFIED. 

The general sentiment among the Demo- 
cratic politicians last evening was that the fixing 
of the convention for Sept. 12, nearly a month 
ahead, ig bad for Gov. Hill Said one gentle- 
man: “ Hill would probably be renominated 
to-day, but a good many things may happen 
in @ month. No ono knows what 
the . Aqueduct Investigating Committee 
may unearth, and the open way in which the 
liquor dealers are showing their hands must 
burt him by disgusting decent people.” “Judge” 
Muller of Eimira was about the only person who 
affected to believe that Gov. Hill was all right 
He said that everything had happened to suit 
the Governor, and that ne would be nominated 
by acclamation. 

ee 
SOME POLITICAL NOTES. 

The employes of the east side lines of the 
Manbattan Kailway Company will meet to-night in 
the hall of the Harlem Democratic Club, 17 East 
One Hundrei aud Twenty-fifth-street, and organize 
a Cleveland and Thurman Campaign Club. 

The Democrats of Hurlem are very active in 
propagating tariff-reform doctrines. Henceforth 
there will be weekly meetings at the rooms of the 
Harlem Democratic Club, to which workingmen are 
especially iuvited, where “talks” will be had, and 
tariff-reform literature in abundance furnished. 

Gen. Franz Sigel has written a letter to Col. 
Brice regretting that the State of his health is such 
that he canndt be out nights, and therefore cannot 
apeak at present. Headds: * You know that I am 
with you in this struggle for the maintenance and 
continuance of Democratie principles, including 
tariff reform, and I shall do my best to assist the 
National and State Cummittees in their important 
and difficult work as soon as I am able to do 80.” 

Among the letters approving his course in 
denouncing the new high-tariff dogma of the Repub- 
licans which Congressman Fitch has received is 
one from Mr. Chauncey B. Ripley, the lawyer, who 
writes: “Iam a Republican to this extent: I never 
voted a Democratic ticket till I voted for Grover 
Cleveland. I never voted any but a Republican 
ticket with that exception. I shall nover vote a 
Republican ticket again if a good candidate 1s not 
putin nomination. ‘This is getting to be a prevail- 
ing sentiment, lam proud of my company among 
Mugwumps.”’ Mr. Ripley indorses the tariff-reform 
views embodied in the Mille bill. 

The County Democracy.of the Ninth Assembly 
District are, actively engaged in getting into good 
working order by dividing tne district into six seo- 
tions, caca of which contains a thoroughly organized 
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Bleecker-street; the Thomas A. Hendricks Club, 
401 West Fourteenth-street; the Horatio Seymour 
Club, Christopher.and. Washington streets, and the 
Winfield Scott Hancock Club, 45 Eighth-avenue. 
The enrollment of names in these cluba is going on 


nightly. 
NO FRIEND OF WORKINGMEN, 


HOW GOV. HILL GOES BACK ON J8I8s 
PUBLIC PROFESSIONS, 

ALBANY, Aug. 16,—David B. Hill is for 
David B. Hili first, last, and at all times. His 
narrow-minded nature would not permit of his 
doing a favor tor any one unless he expected 
more than its worth in return. His brother, 
who died recently in the West, said once that 
David loved only himself. When this brother 
died the bachelor Governor did not have time to 
go to the funeral, and sent w telegram of condo- 
lence. : 

He has ever professed great friendship and 
love for labor organizations. These bodies are 
finding him. out every day. On the quiet he 
goes back on them whenever it suits his pleas- 
ure. Heis brazen as woll as ungrateful. His 
public papers, which are printed out of bis own 
funds, for 1887, are 1esued. The title page bears 
no printer’s imprint, but simply.“ Albany, N, Y., 
18388.” The printing is excellently done, and 
for that reason the printers had no oécasion to 
withhold their name. This caused some 
speculation, and at last it is learned 
that the truth of the matter is that 
the public papers were printed at tne 
non-union office of Weed, Parsons & Co., and 
that the firm was requested to withhold its 
name from the title page. The Aryus Company 
has heretofore printed the public papers of 
former Democratic Governors and of Mr. Hill, 
but because that tirm leaned toward President 
Cleveland Mr. Hill would not send his work 
‘there. For several years the Governor has 
vetoed appropriations in the supply bill for this 
firm for extra work done some years ago, but 
when he wante to hit an enemy he does. not 
scruple to ask a favor of it. 


MEXICU’S FINANCES. 


BUYING AMERICAN AGRICULTURAL MaA- 
CHINES—FURTHER TARIFF REDUCTION. 

Mexico, Aug. 16.—The continual de- 
preciation of silver exchange on New-York, 
being now a fraction above 37, gives much anx- 
iety to bankers, who now universally admit that 
the bottom has dropped out of sliver and pre- 
dict a still higher rate of exchange. Itis gen- 
erally believed that exchange on New-York will 
rise to 40. Interviews with leading bankers 
show that the opinion prevails that the Govern- 
ment should enter at once on the policy of foe 
tering agriculture, s0 that Mexico may pay more 
and more her foreign imports in cvuifee, sugar, 
&c. There is already a marked increase in the 
attention being given to agriculture, and large 
importations of American agricultural ma- 
chinery are being made, as itis found that the 
Americans make lighter and stronger machinery 
than the English. 

It is highly probable that the export duties on 
cabinet woods will soun be repealed... There are 
rumors that the tariff will be again reduced, as 
the first reduction bas proved a successful finan- 
cial experiment. Presidens Diaz wiil not per 
mit Minister Dublan to resign, as that states- 
man's conduct of the finances has been pro- 
ductive of excellent results. 


THE WEATHER, 


WASHINGTON, Aug. 16.—8 P. M.—For 
Maine, New-Hampshire, Vermont, Massachusetis, 
Easlern New-York, and Easlern Pennsylvania, 
rain, cooler, winds generally southwesterly. 

For Rhode Island, Connecticut, New-Jersey, 
and Delaware, light rains, cooler, except nearly 
stationary temperature on the immediate coast, 
winds generally sousberly. 

For the District of Columbia, Maryland, and 
Virginia, rain, local storms, cooler, winds gwn- 
eraily southerly. 

For Western New-York and Western Pennsyl- 
vauia, rain, local storms, generally cooler, winds 
becoming variable, 





The following shows the changes in the tem- 
perature for the past 24 hours, in comparison 
with the corresponding date of last year, as in- 
dicated by the thermometer at Hudnut’s phar- 
macy, 218 Broadway: 


Average temperature yesterday...... cae bnicee 2-84 
Average temperature for same date last year...74%4° 





CONSOLS AND A OASTLEE. 

St. Paut, Minn., Aug. 16.—Mayor Smith 
to-day received a letter from Manohester, Eng- 
land, calling attention to a letter sent by express 
to John 8. Barnes of St. Paul, and asking that the 
censignee be found. He was found and. proved 
to be John S, Barnes, the &t. Paul baseball man- 
ager. The express letter contains the informa- 
tien that Barnes’s uncle in England had recently 
died and left him $20,000 in 3 per cent. English 
consols, also a large estate with a castle on it in 
Ireland. Barnes will soun go to England to 
establisn his identity. Itis probable that he 
will resign the management of the St. Paul Club 
and start for England as soon as he can get his 
affairs in shape here. , 





OBITUARY NOTES. 

Dr. Samuel Myers of Newville, Penn., died 
yesterday at his home from a paralytic stroke. He 
was a leading physician, and was 8U years of age. 

Andrew Garrett, the only surviving one of the 
original manufacturers of reapers and mowers, died 
4 one in Shelby, Ohio, yesterday, at the age of 


John Howell, a well-known citizen of Buffalo, 
died Wednesday night, aged 68 years. He was a 
member of Assembly from the First District of 
Erie County in 1372. 

James C. Johnson, one of the delegates from 
Brooklyn to the recent Hepublican National Con- 


vention, died  honggg ion 4 at his home, 154 Devoe- 
atreet, Brook DR, from inflammation of the bowela. 
He was 62 years old, and 35 years. of his life were 
spentin the Fifteenth Ward. He was an active 
Kepublican and President of his ward association. 
His funeral will take place on Monday. 

Miss Sarah A. Seely, who died at the residence 
of her aunt, in New-Canaap, Conn, on Ang. 10, and 
whose funeral occurred Wednesday. had been Vice- 
Principal of Public: School No. 14, Kast Twenty- 
seventh-atreet, this city, for 27 years. She was one 
ot the most pupular teachers in the public school 
service, being held im high esteem by her scholars, 
as wellas by all othera who knew her. Her entire 
life had been devoted to teaching, and her service in 
this city alune extended over a riod of more than 
30 years. Miss Seely had suffered witb en incurable 
disease for a number of years, but she kept at her 
post uatil a few weeks ago, when her malady as. 
sumed @ more severe form, and she was compelled 
to abandon her daties. She was about 55 years old. 

Philip George Lichtenstein, who died on 
Wednesday at his residonce, 224 Kast One Hundred 
and Thirteenth-street, ofa stroke of paralysis, was 
born in Munich April 30, 1828, He was graduated 
from the university at Eflaugen in i847, and in 
the war of 1848 became a Lieutenant. in 1852 he 
came to New-York and eugaged in the paper box 
business. When the~oivil war broke out he was in- 
strumental in organizing the Fifty-second Kegi- 
ment New-York Volunteers, of which he went out 
as Major. A year afterward he was made Lieuten.- 
aut-Colonel, and served through the war with 
honor. He wasa member of Gilsa Post, No. 264, 
G. A. R., and of the Fifty-second Regiment New- 
York Volunteers’ Association. The funeral services 
will be held at his late residence to-morrow. 


BUSH FIRES IN ONTARIO. 
KINGSTON, Ontario, Aug. 16.—Bush fires 
have been raging fiercely in the townships of 
Clarendon, Laval, Canouti, and Oso, and have 
already done damage to the extent of nearly 


$500,000. The whole section has beer devas- 
tated and many settlers have lost everything 
they possessed. Communication ia cut off. as 
the bridges and corduroy roads have been 
burned or rendered impassable by fallen trees. 
~~ Ontario Goverment will be appealed to tor 








KILLED BY LIGHTNING. 

Drs Mornes, Iowa, Aug. 16.—During a 
severe electric storm yesterday afternoon a bolt 
struck among a group of thrashers on Joe Arm- 
strong's farm, near Oneida, knocking all down. 


One of the men was instantly killed and an- 
other 80 injured that his recovery is deemed im- 
Prebable. The elothes of beth were torn isto 
shreds, The teams ran away and the straw 
stacks were burned, 





IRISH-aMERIOAN MILITARY. 
ALBANY, Aug. 16.—The Irish-American Mili- 
tary Convention closed its work this morning by 
the election of national. officers, as follows: Capt. 


M. J. Slattery of Albany, President and Com. 
mander; Major William, R. Kelly of New-York, 
Vice-President and Vice-Commander; Capt. P. R. 
White of New-York, Rerordiug Secretary and A 
qrants Col. James Walker of Elizabeth, N. J., 

inancial Secretary, and Vapt. Thomas Murray of 
Pittsburg, Penn., Treasurer. it was decided to hold 
the next convention and encampmentin Now-York 
June 22, 23, 24, and 25, 1489. 








HUNTED WITH BLOODHOUND’ 


CHATTANOOGA, Tepn., Aug. 16.—To-day, at 


Graysville, Ga, two of the men, Charles McAfee 


and “Gua” how ig posed to be the murderers of 
nis in bole ads ik obese ua 
hunt is being made with the ; 
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PTHREE ENJOYABLE EVENTS 


A VERY PLEASANT TIME WITH 


‘THE BIG . FLEET, 

‘A GIG RACE, A DINGEY RACE, AND A 
LAUNCH RACE-—-PREPARATIONS FOR 
THE NEWPORT CUP RACE, 

* Ngew-BEDFORD, Mass., Aug. 16,—The New- 

York Yacht Club fleet gave the inhabitants of 

New-Bedford a good show to-day and the inhab- 

itants made the most of it,. Every catboat and 

rowboat in this city and Fairhaven acroas the 

Tiver was hiired,@nd the rocks were crowded 

with sirens whose charms were exerted with 


- more or less effect on the passing marinora. At 


10 o'clock the fleet received orders by signal 
from the flagship to dress ship, and in 
@ moment rainbow streamers of gayly- 
colored flags were fluttering from jibboom 
taftrail of every yacht. One New-York yacht, 
not of the fleet, distinguished herself by flying 
red bandanas. In and out among the yatchs 
sped the sailboats and rowboats, while the 
yachtsmen puton their Sunday togs and made 
ready to display themselves aboard the Electra 
during the afternoon boat races. The day was 
a perfect one for harbor sports. A splendid 
wind, varying from west to southwest, was 
blowing, and on shore it was quite hot enough 
to make every one anxivus to go on the water. 
The gig. outter, dingey, and steam yacht races 
were set down for 3 o’clock, and at that hour 
about 150 ladies and gentiomen of the fleet as- 


‘sembled aboard the Electra. There were three 
Yaces—one for 


one for double-scull 
cutters and dingeys, and» one for tho 
naphtha steam launch, The prizes _ for 
gigs were the owl! colors, offered year- 
ly, and $25. The starters were a six-oared gig 
from the Ambassadress and four-oared gigs 


gigs, 


‘from the Dauntless, Sea Fox, Katrina, Miranda, 


Columbia, and Intrepid. At 3 exactly Capt. 
Kortright climbed eut to his little perch on the 
end of the Electra’s port boat boom and pre- 
pared for the start. Capt. Wickes of 
the Electra, in the steam launch, went 
out to act as the turning mark, and a 


very handsome mark he was. He lay off Black 
Buoy 7 with a white helmet hat on, and was visi- 
bie certainly two miles away. When Capt. Kort- 
right nearly burst his collar button shouting 
“Go!” the Dauntless crew grabbed. the water 
first and pulled themselves into the lead. Near- 
ing the turn, these sea dogs of Vice-Commodore 
Colt’s tried to steer a short course and cut in- 
side of the Ambassadress’s crew, but Eastern 
yachting science prevailed, and the Am- 
bassadress boys got around ahead and 
etuid ahbead. The crews finished in 
the following order: Ambassadress, Dauntless, 
Sea Fox, Katrina, Miranda, Columbia, intrepid, 
and Ramona. here was no penalty imposed 
on the six-oared gig, 80 Comiuodore Gerry gave 
@ second prize of $15 to the Dauntless boys. 
Commodore Colt also gave them a purse and 
offered to row the Ambassadress crew with 
four oars, but Capt. Thayer declined with 
thanks. The Dauntless crew has won many 
boat racea abroad, and is believed to be more or 
less invincible, 

The dingey race was for the gamecock colors 
and $15. There were six starters, and the Ber- 
tie’s team had Capt. Conklin as coxswain. The 
Fanny’s crew rowed pair oared. **Now.” said 
Commodore Gerry te the ladies on the Electra, 
“ we'll show you some American brawn.” and 
then Capt. Cartright started the Swedish and 
Norwegian sea horses on their trot, The course 
for these crews was around the second red 
buoy, down the harbor about three-quarters as 
faras the gigs went. Atthe word‘ Go,” the 
AmLa.véadress’s crew jumped into the 
lead while the dingeys of the Electra 
and Dauntless jumped into one another, and 
consequently into the tailof the procession. 
The Ambassadrese’s crew walked out to the lead 
just asif they had been designed by Mr. Bur- 
gess, and staid right there to theend. The 
Kamona mén captured the second place and re- 
fusea to giveitup. The Bertie’s crew dropped 
av oar overboard at the turn and had to go back 
for it. There was not much _ rowing 
science in the race, but neither Yale 
nor Harvard ever gave such a soul- 
stirring exhibition of beef. The crews finished 
in the following order: Ambassadress, Ramona, 
Fanny, Bertie, Dauntless, Electra. Thus the 
Ambassadress became the proud possessor of 
the Gamecock colors, consisting of a yellow 
Shanghai rooster rampant on a fielaot unwashed 
white, leaning against a red and blue fence, 
couchant. These colors were displayed during 
the contest at the masthead of the good barge 
Mary Jane of Hole-in-the-Wall, which was 
anchored on the leewiard end of the finish line, 

The naphtha launch race was a novelty, and 
the moat interesting of all. The starters were 
the launches of the Oneida, Dauntless, Ramona, 
and — , all with two horse-power engines, 
and the Electra, which 1s a five horse-power 
launch. To make up for the differeuce in 
power the Electra’s jaunch waa handicapned 
seven minutes, which proved to be too great 
a tax, as the iittle craft, though 
going at a great pace, was unable to 
make up all her time. The Oneida took the 
lead at the atart, with the Dauntless second and 
Intrepid third. The course was toand around 
the schooner Palmer, which was anchored about 
two-thirds of the distance to Clark’s Point, and 
return to the flagship. It was a pretty race, the 
Oneida holding her lead and rounding the mark 
boat first, with the Dauntless secend, Intrepid 
third, and Ramona feurth Just as tne 
Ramona got started off for her homeward run 
the Electra’s lauuch, which had been started 
seven minutes behind, was coming up to make 
the return. Half way on the run home the 
Ramona passed the Intrepid and.camein a 
good third. Capt. Wicks brought the Electra 
home in fine atyle, gaining 6 minutes 30 sec- 
onds on the Intrepid and finishing only 30 sec- 
onds behind her. The finishing time was as 
as follows: 

eM. &. A.M. 8. 
4 31 OO/Intrepid......... 4 88 32 
4 3 pe ElOCtra@.....cccce 4 34 00 


Oneida..... 
Dauntless. 


If the Electra had started on even terms she 
would have won by four minutes. The Oneida 
won the first prize of $25, and the Dauntless the 
second prize of $15. The following order was 
issued to-day: 


FLAGSHIP ELECTRA, NEW-YORK YACHT gus. } 
HABBOR OF NKW-BEDFORD, Ang, 16, 1888. 

GENERAL ORDERS NO. 4.—The fleet will start on 
Friday, Aug. 17, for Newport, unless otherwise sig- 
naled from the tlazahip, at 10 A. M. he time of 
yachts competing for the trophy cups will be taken 
as they cross a line drawn from the flagship to the 
buoy off Clark’s Point. The time of finish will be 
taken as yachts — between the flagship and 
Brenton’s Reef Lightship. The race for the New- 
port saps will take place at Newporton Monday 
next, Aug. 20. Programme and sailing directions 
may be had aboard the flagship. By order of the 


Comwodore, 
GOUVERNEUR EKORTRIGHT, 
Fleet Captain. 


Tne following are the conditions for the New- 
port Cup race on Monday, Aug. 20: 


Rare forthe Newport Cups. Open to Bchooners 
and sluops of the New-York and Kastern Yacht 
Clubs that have not hauled out to clean since the 
commencement of the present cruise. There will 
be eight prizes raced for as follows: 

Class 1.—All keel schooners, $250. 

be II,—All cabiu schooners over 80 feet L. W. 


Class III.—All cabin schooners not over 80 feet 
L. W. L., $200. 

Seopa, Cutters, and Yawls.—Class I.—All over 
80 feet L. W. L., 0, 

Class If.—Allover 61 feet L, W. Land not over 
80 feet, $200. 

Class If L.—All over 53 feot L. W. L., and not over 
61 feet, $150. 

Class IV.—All over 46 feet L. W. L., and not over 
5S feet, $100. 

Clase V.—All under 46 feet L. W. L., $100. 

At least two yachts must start in each class or no 

Tize will be awarde.l iu that class. ‘the race will 

6 sailed under the racing rules and with the time 
allowances of the New-York Yacht Club. All 
yachts crossiug the line will be considered as hav- 
ing entered. The race must be sailed within eight 
hours, but any boat finishing the race within the 
time jimit makes ita race for all classes. In case 
of postponement the fact will be announced by sig- 
nal trow the flagship, aud the race will take place 
on the first favurable day thereafter. 


The course will be as follows: 


Start from an imaginary iine drawn from the flag- 
ship Eleotta and Brentou’s Keef Lightship, thence to 
a@ stake boat anchored 20 miles to windward or lee- 
ward, rounding it on the port hand, thence to the 
starting line, passing between the flagship and the 
lightship, where the time of finish will be taken. 
The course itself will be indicated by @ signal from 
the flagship. The stake boat whe anchored will tly 
ap American yacht eusigu. The preparatery sigual 
will be given from the flagship at the starting pointat 
9:50 A. M., and the starting sigal at 10 o'clock pre- 
cisely, if possible. Preparatory signal—One gun 
will be fired, the OUniteii States ensign will be 
lowered from the foremast, aud a blue peter set 
in its place. ‘ihe start—Ten minutes later there 
will be a second gun fired, the biue peter lowered, 
anit New-York Yacht Club signal set in its place, 
when the time of each yacht will be taken as it 
crosses the line. ‘Ten minutos later there will 
will be a third gun fired, and this time will be re. 
corded as that of auy yacht starting in the race 
thereafter. Should a gun miss fire a long blast ef 
the steam whiatie will be substituted. A short 
blast will bo given, if practicable, when each yacht 
crosses the line. Yachts sailing in the race will 
curry their private signals at the main peak and 
their official number upon their mainsail. Yachts not 
having been supplied with numbers van procure the 
sanis upgn application to the committee, 

The Seafox has given up the cruise. Commo- 
dore Cantield intends to start next Tuesday on 
a four weeks’ trip, two weeks of which wilt be 
spent on the coast of Labrador, The Seafox 
was hauled into the railroad wharf this morn- 
ing, where she will have her mainmast short 
ened six feet and her hoist correspondingly. 
Her main gaif will be two feet longer than be- 
Tore. Sho is to have a new spinnaker boom to 
repluce the one sbe broke yesterday. She will 
eee, enter in the October races of the New- 

ork Yacht Club, The Mayflower is to havea 
new turnbuckle for her bobstay put in.‘ 

Commodore Morgan has entered a protest 
against the awarding of Laren apy iy race to the 
Puritan. Mr. Morgan saya that the motion was 
made to go around the Sow and Pigs, and 
that nothing was said about the li apasi. 
Moreover the ligntship off the Sow and Pigs ig 
net properly oailed ‘the Sow and Pigs Light 

but the Vineyard Sound Lightship, Co 
Colt, who made tho motion, sars 


me 


that {t was worded “ Around the Sow and Pigs.” 
This being so it is a nice question for the Ro- 


atta Committee to decide: whotner “the May- 
fiowar oov ed the courde or n aU a 
Alert left the ff 


ay and proceed 
to Boston. Henry Bryant, her owner, said that 
ehe was “ built for a fishing sehooner, and he 
was going to take her off for a long fishing mip 
The Newport cup raco, by the withdrawal of a 
number Of the fast yachts, has narrowed down 
ractically to a series.of matches, as fellows: 
irst cluss sloops—Puritan against Mayflower. 


Fourth-class sloops—Bertie against Cinderella. 
Fifth-olass sloops—Papoose againat Nymph. 
Second-elass schooners—Sachem against Gray- 
Mag. The schooners Gitana and Wanderer have 
left the fleet to go East and the steam yachts 
Vidette and Fedaima have gone to Now-York. 

It was # jolly throng of New-York yachtsmen 
that gathered in the New-Bedford Yacht Club 
house toenjoy the music and other good things 
| ay me by their local friends.. Vice-Commo- 

ore Caidwell A. Colt of the schooner Dauntless 
represented the Commodore, and among others 
present were Fleet Surgeon M. J. Asch, ex-Com- 
modore John R. Dickinson of the Madeleine, F. 
W. Flint of the sloop Nymph, Randolph Hurry, 
Dr. Morgan, Mr. Moore, John Simpkins 
of the cutter Papoose, Willard Nye, 
Jr., Mr. Lippitt, Cc. W. Anthony of 
the sloop Mabel F. Swift, Capt. Brokaw of 
the schooner Whim, and A. L. Comacho. The 
latter amused the boys with some good songs, 
and Commodore Dickinson sang  *“ Reuben 
Ranzo” till the main topsail was mastheaded, 
when all hands shouted * Belay!” The New- 
Bedfora yachtsmen. present were Rear-Commo- 
dore Edgar Hammond, Fleet Captain W. N. 
Church, Dr. H. L. Clark, Albert W. Holmes, 
Edgar P. Lewis, Benjamin Anthony, Charles 
Leonard, and Secretary John NieKerson, Jr, 
The club is 12 years old. It has 200 members 
and 50 boats. 





WALL-STREEI JADA, 


It is getting dangerously near that 
gloomy point in Wall-street where the Stock 
Exchange's famous “‘ Dullness Committee” will 
have to be resurrected. Barely more than 
100,000 shares of stock were dealt in all day 
yesterday, and of this possibly the legitimate 
commission firmsa—the brokers who do business 
for the outside public—did as much as 5 per 
cent. 

“* 

It savors a good deal of whatis vernacularily 
known as the chestnut to recite the fact 
that the public is not “in” Wall-street, that the 
brokers’ offices are empty; that enly the pro- 
fessional manipulators are making the stock 
quotations. Many conservative observers be- 
lieved a fortnight ago that the marked tendency 
shown by the market to ailvance tu higher fig- 
ures would induce the public to come in and 
buy stocks. On upward the market kept going 
steadily, but still the publio wasn’t caught; 
there wasn’t a nibble even, Anda this in the 
face of the fact that scores of stocks on the list 
are away below tueir intrinsic values, 


&o much the worse for the public, of course—in 
that opportunities have been lost to reap some 
handsome profits. But the public perhaps has 
learned the maxim that Commodore Vanderbilt 
used to inculcate: ‘*Sonny, don’t be 1n too big a 
hurry to get everything all at once. Wall-street 
will be here to-morrow.” 

Much interest centred yesterday in the action 
of the Chicago, Burlington and Quincy’s upon 
its dividend policy. The lossesof the company 
have been so great that Wall-street was pre- 
pared to see the dividend passed altogether, 
but this expectation was disappointed, an un- 
earned 1 per cent. being declared. This is done 
not under cover of a false pretense that the 
money has been earned, but asa bit of gracious- 
ness toward the holders of trust funds and others. 
For instance, savings banks can handle only 
dividend-paving stocks, and the lapse of the C., 
B. and Q. dividend even for one quarter would, 
on this account, occasion much trouble and 
business perplexity all over New-Engiand, 
where the stock is largely pledged or cullateral. 


The Street was treated to some interesting 
promises yesterday as to good things tocome out 
ofa meeting of the Northern Pacitic Directors. A 


complete settlement of all the troubles with the 
Union Pacific was freely bulletined. But when 
the much-advertised meeting was over it was 
found that ‘only routine business” had been 
transacted. One pretty good reason why the 
Northern Pacific Directors won't settle those 
Union Pacific troubles is that the Northern 
Pacific Directors can’t. : = 


An assessment upon the Missouri, Kansas 
and Texas is sewi-offieially hinted.. Itis hard 
luck when a burglar takes all you've got, but 


even in Wall-street stealing becomes almost a 
crime when that burglar leaves a lot of his own 
due bills behind for you to pay. 


President Charles Francis Adams of the 
Union Pacific Road has started West on an in- 
spection tour over his main lines, 





WEALTH OF A HERMIT. 

PLAINFIELD, N. J., Aug. 16.—Frazee Leo, 
the wealthy hermit, died at his home at Two 
Bridges, near Plainfield, last Sunday. His 
brother Daniel died five weeks ago. For over 
70 years the two brothers have lived by them- 
selves on the old homestead farm, and by their 
thrift accumulated a fortune that, in cash value, 
amounts to more than $300, 4 

When Daniel died he willed all his interest in 
the property to Frazee. Atter the funeral of 
Frazee on Wednesday afternoon a score or more 
of relatives listened to the reading of his will. 
By it only $7,250 was willed in small instal- 
ments to the relatives. The balance of the es- 
tate goes to the Scotch P.ains Baptist Church to 
wipe ~~ the church debt and spread the 
gospel. 

Inasmuch as the church in question is a coun- 
try church in & very smail country village, it ie 
believed that the gospe} will be spread prett 
thickly. Itcertainly has more riches than it 
can dispose of. Itis probable that the will will 
be contested. 





SPARE ENGLISH CAPITAL. 

CuicaGo, Aug. 16.—The report that 
agents of English capitalists are at work among 
the brewers of this country trying to organize 
a beer trust is emphatically denied by the:brew- 
ers of Chicago as far as this city is con- 
cerned. J. H. McAvoy and T. J. Lefens, 
Secretary and Treasurer of the Conrad Seipp 
Brewing Company, said to-day that there hud 
not been any effort in that direction in Chicago. 
“We built up our own breweries, starting with 
nothing,” said Mr. McAvoy, *‘and we don’t pro- 
pose—at least: I do not—to allow English capital 
to come over here. English money, perhaps, is 
as good as American, but we don’t want English 
people torun our business.” Itis stated here 
also that no overtures have been made to Mil- 
waukee brewers. 





TWICE NEAR TO DEATH. 

Irnaca, N, Y., Aug. 16.—A most singular 
accident eccurred near here the other day. Dr. 
Edmunds, while in bathing at Cascade, was 
taken with cramps, and becoming unconscious, 
flouted face downward upon the lake. A brother 
physician plunged in, drew his friend to shore, 
aud partially restored him, when he was re- 
taken with severe cramps, and during the strug- 
gie that follewed was again precipitated into the 
lake. He was again rescued and restoratives 
were effectually applied. 





THE AMPHITRITE’S TRIAL TRIP. 
WILMINGTON, Del., Aug. 16.—The Government 
dock teat of the machinery of the iron-clad monitor 
Amphitrite, begun at 8 o’clock last evening, was 
still going on satisfactorily up to noon, The ma- 
chinery is to be run for. 48 consecutive hours, and 


its workings, the speed indicated, fuel consumed, 
and other details will be acourately noted, The test 
is under the supervision of a naval board composed 
of Chief Engineers 8S. LD. Hibbari, A. H. Abie, and 
C. Andrade, Passed Assistant Kngineers J. A. B. 
Smith, William Rowbotham, William CU. Eaton, and 
A. B. Canaga, ani Assistant Engineers J. W. Annan 
and B. C, sanipson. The Amphitrite was begun 
about 1873 ana launched June 7, 1883, by her build. 
era, the Harlun & Hollingsworth Company. 





NOTES OF THE STAGE. 


The first performance of “‘ Mathias San- 
dort” will begiven at Niblo’s to-morrow evening. 


Mr. Arthur H. Forrest will resume his for- 
Mer part of the healthy, well-bred villain in 
“rhe World Against Her” at the Grand Opera 
House to-moriow night, as Mr. E. H. Vander- 
felt will rejoin Miss Ettie Kllsier. Mg Steven- 
son will therefure take bis own part of Carlton,, 
the virtuous hero of the play. Miss Claxton 
has an effective rdie as the heroine, and Mr. 
Harvoy’s play is au uncommonly good specimen 
of the contemporary British melodrama. 


‘The cast of “Lord. Chumley,” the néw 
Piece written by Messrs, De Milie and Belasco 
lor Mr. Sothern, to be produced at the Lycoum 
Theatre next Monday evening, will be as fol- 
lows: Adam Butterworth, Cnariea B. Bishop; 
Lieutenant Hugh Butterwerth, Frank Carlyle; 
Gasper Le Sage, Herbert Archer; Tommy 
Tucker, Rowland Buckstone; Blink Bunk, 
George Backus; Winterbottom, A. W. Gregory; 
Eleanor, Belle Archer; Jessie Deane, Dora Les- 
he; Lady Adeline Barker, Fannie Addison; Meg, 
Etta Hawkins; Miranda, Grace Ralston; Sir 
George Cheilmondeley, known as “Chumley,” 
E. H. Sothern. Mr. Frohman says that in mak- 
ing the play De Mille and Belasco sought to pro- 
vide for Sothern an eccentric réle congenial to 
his methods, aud to: give good acting parts to 
the supporting company. ‘Lord Chumley” is 
said to be a simple and unpretentions piece, 
The leading character is a young ariatvuerat, 
who, tnough » straightforward, manly fellow, 
impresses his friends with the belief that he is 
in need of mental balance, He sacrifices him- 
self for his friend, the brother of his sweetheart, 
estranges her aflections by his apparently ua- 
worthy conduct, und becomes iavolved, matri- 

monially, with & fat spinster, who adopts borse- 
\ monialy with fat hor superilueus weight, 
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Second-class sloops—Katrina against Bedouin. . 
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UNVEILS A MONUMENT 10 

FREDERIOK CHARLES. 

SPEAKS IN EULOGY OF THAT 
PRINCE’S SERVICES TO THE EMPIRE— 
WILLIAM TO VISIT HUMBERT. 

BERLIN, Aug. 16.—Emperor William at- 
tended the unveiling of the monument erected 
in memory of the late Prince Frederick Charles 
at Frankfort-on-the-Oder to-day. The Emperor 
was present at a breakfast given in his honor 
after the unveiling, and gave a toast to German 
unity. He well knew, he said, how to appreciate 
the ties of fervent and faithful devotion that for 
centuries had bound the Prussian people to the 
Hohenzollerns. ‘Emperor William I, well 
knew whom he selected when he conferred 
the command of the Third Army Corps upon 
Prince Frederick Charlies. The Prince’s iron 
frame, powerful will, and strategic genius ren- 
dered him eminently qualified to command. 
This is a serious time. Emperor William L, 
Prince Frederick Charles, and other great 
military commanders and ‘helpers in the 
creation of the empire are no more, though 
they will continue to live in the memory of the 
German people forever. Just as the people of 
Brandenburg, with their iron strength and un- 
wearied activity, wrest a livelihood from the 
sterile soil, so the Third Army Corps wrested 
victory from the enemy. The deeds which the 
Third Army Corps achieved they owed to the 
Prince. Thero can be no question as to the 
surrender of what has thus been gained. Our 
18 army corps, our 46,000,000 of people, ought 
rather to be left on the battlefield than to per- 
mit one stone of what has been gained to be 
taken. With this sentiment I drink to the wel- 
fare of my Brandenburg eres 6.”” 

After the unveiling of the monument Em- 
peror William drove through tho — 
streets of the city and was epthustastically 
cheered by the populace. Before returning to 
Potsdam the ELoiperor was entertain at 
luncheon in the Town Hall by the city authori- 
ties of Frankfort. 

The North German Gazelle assailing the Mes- 
cow Gazelle for its inviduous comments on the 
rumor of a treaty of commerce ‘between Russia 
and Germany, declares that the question of 
such a treaty has never yet been raised and 
never will be raised. Freedom of action, which 
the Moscow Gazelle urges Russia to maintain 
against German commercial encroachments, is 
of the highest importance to Germany's econom- 
ie policy, and hence Germany has no inten- 
tien of impairing this liberty by a commercial 
agreement with Russia. 

Emperor William, in his decree to the German 
fleet, congratulates it that the 10 men-o?-war 
made their three weeks’ cruise to Ruasia, 
Sweden, and Denmark without any mishaps, 
and does not doubt that the ships will snccess- 
fully perform their remaining mancuvres. 

Emperor William will visit King Humbert at 


Rome in Octover. His visit will last from the 
15th to the 18th of that month. 


TALK OF THE DAY IN LONDON. 

LONDON, Aug. 16.—At a meeting of the 
Liverpoo! Reform Club to-day it was resolved to 
start a fund to assist Mr. Parnell in meeting 
the expenses of his action against the Times. It 
is intended to make the movement a national 
one. Many prominent Gladstonians attended 
the meeting. 

The sugar bounties conference reassembled 
to-day. The French and Belgiam delegates 
presented various objections to the proposea 
convention, and a discussion whieh lasted three 


hours followed. Finally an adjournment was 
taken until Aug. 27, in order to permit a final 
reference to the Governments interested, 

In the chess tournament at Bradford, 
berg has won 12 games, Mackenzie, Bardleben, 
Weiss, and Mason 9 each, and Blackburn 8. 
There are three rounds sti!l to be played. It is 
expected that the six prizes will be awarded to 
the players mentioned. 

The rumor that Princess Christian had decided 
to become a Catholic is declared to be untrue. 

Advices from Cayenne, French Guiana, state 
that the business portion of that city has been 
destroyed by fire. The loss is $2,000,000. 

The chief steward of the British steamer Lord 
Clive, at Liverpool, from New-York, committed 
suicide by jumping overboard off Point Lynas. 

Florence Morse, 12 years of age, ascended 
Mont Blanc on Tuesday last. She is the young- 
est tourist that ever made the ascent. 


THE STOCKHOLM CONFERENCE. 

STOCKHOLM, Aug. 16.—The World’s Con- 
ference of the Young Men’s Christian Associa- 
tions met at 9 o'clock this morning. The devo- 
tional exercises were conducted by the Rev. E. 
Osterman of Goteborg. At 10 o'clock the first 
regular topio of the convention, ““What does 
the Bible say to the young men of oar day?” 
‘was opened with two carefully prepared papers 
by T. Herbert Tritton of London and the Rev. T. 
Roy of Geneva. Following this was the topic, 
** What means are he pee hee by the associations 
for the development of their active members ?”’ 
It was discussed in papers pegees by 
Count Bernstorff of Berlin, D. A. Budge of 
Montreal, and President Daroner of Holland. 
The President then appointed the various com- 
mittees of the conference, after which the Stoek- 
holm Young Men’s Christian Association served 
luncheon at their rooms to the delegates. At 
12:30 the convention reassembled, and untill 3 
o’clock the time was spent in diseussing the 
topics introduced during the morning session. 
Dinner was then served to all the delegates at 
oue of the hotels. At5o’clook a public meet- 
ing wae held, at which addresses were delivered 
by the Rev. Mr. Haskins o1 London, the Rev. 
Mr. Fround of Berlin, Bishop Shonsboe of Co- 

enhagen, and Mr. Charles Fermand of Geneva. 

he meeting was attended by a large audience, 
‘and closed at 7 o’clock, an early hour for Ameri- 
cans and Englishmen used to late meetings. 

About 600 delegates have arrived to attend 
the conference, 


A FIGHT AGAINST EVICTION. 

DvuBLIN, Aug. 16.—Eleven persons were 
arrested to-day in connection with the evic- 
tion of Farmer Somers of Coolroe, who 
offered strenuous resistance all day. Som- 
ers had fortified his place with earth- 
works and trenches, Before operatiens 
were begun he made an offer which the magis- 
trate advised the landiord to aceept. The land- 
lord, however, refased to accept the offer, Two 
hundred policemen, with the ald of a battering 
ram, then began the attack, After three hours 
ot useless conflict an American gentile- 
wan olfered to pay half of rent, 
bust his. offer was refused. The police 
then resumed the attack, usipg their bayonets, 
but they were eompelied to retire, many being 
injured. At 6 P. M., seeing that the gable was on 
tire, Mr. Redmond aad Canon Doyle advised the 
inmates to surrender. The defenders cameo vui, 
anda all were immediately arrested. 

The girl who was shot in the recent riot at 
Lurgan is dead. 


—_——_~_————— 
THE MYSTERIOUS WHITE .PASHA. 
LONDON, Aug. 17.—A dispatch from Sua- 
kim to the Times says: “ The reports concerning 
the presence of a white man in the 
Bashr-tel-Gazelie district are confirmed. 
He is known as Abu Digna, and has a 
force of enormous strength, including a 
large number of balf-naked men, probably from 
the Niam Niam country. This is a strong point 
in favor of the idea that the white man is Stan- 
ley. The Khalifa of Khartoum has sent a force 
of 5,200 mén against him. The Negus of Abys- 
sinia bas sworn to capture Kharteum, aad the 
Khalifa is greatly alarmed.” 


CURRENT FOREIGN TOPICS. 
Cairo, Aug 16.—The Nile is falling rapid- 
ly and serious fears ofadrought are entertained. 
Paris, Aug. 16.—Gen Boulanger arrived 
at Doullens from Amiens last evening. He was 


greeted with cheers by his supporters, and with 
hisses by his opponents. Riots occurred 
between the two factions, and troops were 
compelled to ocoupy various places in the town 
to preserve order. A number of arrests were 
anade. 

Gen. Boulangor arrived at Abbeville to-day. 
He went to the cemetery of the piace for the 
purpose of putting a wreath upon the tomb of 
Admiral Courbet. He was accompanied by a 
large party, but the police at the entrance to the 
cemetery would not allow them to go in with 
Gen. Boulanger, and he was compelled to enter 
alone. Upon leaving the cemete Gen. 
Boulanger addressed the crowd which had 
gathered. A row followed, and gendarmes dis- 
persed the rioters. A large number of arrests 
were made. 


St. PETERSBURG, Aug. 16.—Russia joins 
the protest of the Porte against the Italian 
claims to Massowah in the Red Sea. 

Tho strikes and disorders in France are creat- 
ing a bad impression with the Government and 


HE 


Guns- 


ward Berlin. Two eurrents of opinion prevail 
in the press. Tne Novoe Vremya and the Grash- 
danni see France drifting into amarchy. The 
Svel, Novosts and Moscow Gazelle mini: the 
importance of strikes and maintain that France 
is not more Soolalistic than England and less so 
than Germany. Franee, therefore, beg think, 
still offers the greatest advantages fer ia. 

The Moscow @ Teiterates and emphasizes 
the opinion that the Emperor William's visit to 
St. Petersburg has had no practical result. 


RoTrERDAM, Aug. 16.—The members of 
the Holland Society of New-Yerk visited Dor- 
drecht to-day, going thore by steamer by way.of 
Briel. The town was gayly decorated with flags 
in honor of the visitors, who received a cordial 
welcome from the officials and prominent citi- 
zens of the place, 
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assist the tendency of Russia to gravitate to-- 





HOME, Aug. 16.—The, Pope continues un- ali 


‘PERSONAL JNTELLIGENOB. — 
J. W. Albaugh of Baltimore is at the St. 
James Hotel. 

Charles F, Mayer of Baltimore is at the 
Brevoort House. 

Gen. V. D. Groner of Virginia is at the 
Gilsey House, 

Congressman William E. Mason of Chi- 
eago is at the Everett House. 

Congressman James E. Campbell of Ohio 
is at the Sturtevant House. 

Ex-Congressmen John S. Wise and James 
D. Brady of Virginia are at the Hoffman House. 

H. Basto Corduro of the Brazilian Lega- 
tion at Washington ig at the Hetel Brunswick. 

Judge Charles Devens of the Supreme 
Court of Massachusetts is at the Victoria Hotel. 

Ex-Gov. Henry M. Hoyt of Pennsylvania 
is at the Westminster Hotel. 

Rear-Admiral John L. Worden, United 
States Navy, and Judge Hoyt H. Wheeler of 
Vermont are at the Murray Hill Hotel. 





THE FIRE AT TEANECK GRANGE. 

The well-known country seat of William 
Walter Phelps at Teaneck, N. J., was destroyed 
by fire last April, and now the costly stables 
have been burned. 

In the house wher it was burned was a Her- 
ring’s safe, which saved Mrs. Phelps’s jewelry. 
This safe was stored in one of the buildings 
lately destroyed. It still contained all of Mra. 
Phelps’s jewelry, except what she took with 
her to Europe, and it came out of the cellar 
after this second fire with the contents unin- 
jured.—Zzchange, 

A HARLEM BRIDGE GIVES OUT. 

Those who journeyed through or across 
the Harlem River by steamboat or elevated 
railroad were subjected to vexatious delays yes- 


terday owing to a failure of the motive power 
of the bridge at Becond-avenue. The draw had 
to be worked by hand. The delay to the exour- 
sion boats to Bowery Bay amounted in some 





+ cases to 15 or 20 minutes. 





Though all roads lead to Rome, only one 
route to Boston employs Pullman sieeping cars. 
That route is the New-York and New-England. 
The train leaves the Grand Central Depot atthe 
very convenient hour of 11:30 P. M. and ar- 
rives in Boston at 6:48 A. M.— Exchange. 
—_—_—————— 


Elegant Dress Shirts, laundered, 69c., worth 
$1; 98c., worth $1 50; newest styles Linen Collars, 
50c. half dozen. KENNEDY, 26 Cortlandt-st. 
E.& W. The “ Wichita” Collar. E. & W. 

A new design in collars. 


MARRIED. - 


DOLDER—COLE.—On Thursday, Ang. 16, 188s, 
at the residence of the bride’s mother, 62 West 
93d-st., New-York City, by Rev. Dr. Cole of 
Yonkers, N. Y., ARNOLD H. DOLDER to EMMA 
LOUISE COLE, both of New-York City. 


recs > > Se 

ASPINWALL.—At Bristol. R. I., on Monday, Aug. 
13, HARRIZTT® PRESCOTT, widow of Lloyd As- 
SS and daughter of the late William Brad- 
ord D’ Wolf. 

Funeral services will be held at Grace Chureh 
on Friday morning, Aug. 17, at 10 o’ciock. 
Relatives are requested to meet at her late resi- 
dence, 25 East 10th-st., at 9:30. 

BEATTIE.—At Pelham on Wednesday, Ang. 15, 
ANNIE REBECCA BEATTIEF, eldest daughter of 
Frank and Annie M. Beattie, aged 12 years 8 











= 
‘uneral private. 


BURR.—At Morristown on Thursday, Aug. 16, 
ZaIDE LouI8ss, wife of Melanchon Burr, Jr. 
Relatives and friends are res tfully invited 
to attend the funeral on Saturday at 10 o’clock. 
Kindly omit flowers. Carriages will meet the 
10:10 train from New-York. 
COOK.—On Thursday, Aug. 16, DANIEL L., young- 
@3t son of Amelia C. and the late Thomas Cook. 
Notice of funeral hereafter. 


DAVIS.—On Thursday, Aug. 16, 1888, at Cape 
Vincent, N. Y,, FRANCES KOSE, wife of George 
Warren Davis of Tenatiy, N. J. 

Notice of funeral hereafter. 

DE GROOT.—At West Brighton, Staten Island, 
Wednesday, Aug. 15, SARAH Id. HOSMER, widow 
of Jacob De Groot, Jr., and daughter of che late 
Capt. Charles Hosmer of Camden, Maine. 

uneral services at her late residence, 101 
Castleton-av., on Saturday, 10:30 A. M. 

FOX.—At Boston, on the 12th inst., WILLIAM JAMES 
Fox, son of the late George S. Fox. 

Interment at family ground, West Chester. 


GRIFFITHS.—At Greenwich, Conn., on Aug. 16, 

1456, JOBN GRIFFITHS, in the 63d year of his age. 
Notice of funeral hereafter. 

HAGUE.—Aug. 15, at Hackensack, N.J., aftera 
lingering illness, Marky B., daughter of Rev. 
John B. Hague. 

Funeral from residence, Park-st., Friday, Aug. 
17, at 10:30 A. M. Trains from Cortlandt and 
Desbrosses sts, at 9:30. 


LA WRENCE.—At Long Branch on Wednesday 
evening, Aug. 15, RICHARD SMITH, second son of 
James G. K. and Catharine Augusta Lawrence, 
in his 6th year. 

Funeral private. 
LEACH.—At Astoria, L.I., Aug. 16, at 2 P. M.. 
Mr. BAILEY LEACH, inthe 46th year of his age. 
Funeral services at the Astoria Trinity Meth- 
odist Episcopal Church on Sunday, Aug. 19, at 
3P. M. Interment at Mount Olivet. 

LEWIS.—On Aug. 14, CAROLINE F. LEWIs, wife of 
Samuel I. Lewis and only daughter of the Hon. 
Charles G. Ferris, deceased, at her residence, No. 
716 Broadway, this city, aged 69 years. 

Relatives and frieuds of the family are respect- 
fully invited to the funeral services at Grace 
Church, Broadway, New-York, on Friday, 17th 
inst., at 2 P.M. Interment private, at Trinity 
Cemetery. 

LY ONS.—Aug. 15, 1588, HANNAH E. Lyons, dangh- 
ter of the late Thomas and ee Lyons. 

Funeral services from her late rasidence, No. 
519 East 86th-st., Friday evening, 7 o’clock. 


McGAW.—At her country residence at Bedford, 
New-Hampshire, on Monday, Aug. 13, 1838, 
NANCY GOFFE, widow of John A. McGaw of 
New-York. 

Interment at Mount Auburn. 

BCOTT.—At Ocean Grove, N. J., Wednesday even- 
ing, Aug. 15, 133>, WILLIAM E., only sonof 
William and Caroline Scott, aged 37 years. 

Funeral from parents’ residence, 206 Scher- 
merhorn-st., Brooklyn, Saturday, Aug. 18, at 2 
o’clock. 

SMEDBERG.—In Covington, Kentucky, on Tues- 
day, Aug. 14, INDIANA CORCORAN, daughter of 
the late Jesse, D. Bright and wife of Charles G, 
Smedberg. 


rats eau Aug. 15, HENRY SOFFE, aged 
eure, 
neral at late residence, 148 West 15th-st., on 
Friday, at 3 o’clock. Friends respectfully in- 
viteda, 

WINCH.—At Ooeanic, N. J., on Thursday morning, 
SaRaH, youngest daughter of George H. and 
Sarah y Ms age 4 months. 

Funeral will leave 433 West 18th-st. Friday 
morning at 11 sharp. 


SPEOIAL NOTIOES. 


LEEPY HOLLOW CEMETERY, TABRY- 
town, N. Y. Bureau of information, 5 Vander 
bilt-av., N. Y. City. 


NEW-YOKK CHURCH ORGAN COMPANY. 
Successors to rr 


THE VOCALION ORGAN COMPANY. 
The only perfect substitutes for pipe org?ns, at one- 
thira the price. y warranted in every respect. 
Catalogues on application, giving testimoniais of 
100 leading musivians. 
Warercoms—28 Kast 23d-st., New York, 
1,020 Arch-st.. Philadelphia, 
178 Tremont-st.. Boston. 
Weber Music Hall, Chicago. 
The new threc-manual Vocaiion Organ now on ex- 
aibdition is the best organ ever built for its price. 
Organs of various sizes. 


LUNCHEON 
Is served from 12 to 3 o’clock daily at New-York 
Exchange for Women’s Work, 329 5th-av., two doors 
below 3 od-at. 

Delicious “ Home-mado Candies” fresh every day; 
delicacies for the sick. Home-made dishes for 
Jancheon aud Sunday night’s tea kept on hand or 
oapplied at short notice. 


POST OFFICE NOTICE. 

(Should be read dally by all interested, as changes 
May occur at any time.) 

Letters for foreign countries need not be specially 
addressed for dispatch by any particular steamer, 
except when it is desired to send duplicates of 
banking and commercial decauments, letters not 
speciully addressed being sent by the fastest vessols 
avaiable. 

Foreign mails for the week ending Aug. 18 wili 
close (promptly in all cases) at this office as follows: 
t for Guatemala and Puerto 


#RIDAY.—At 3 P. M. 

Cortez, por yw Prof, Morse from New-Or- 

leans; at 3 P. ae luefields, per steamship Har. 
Tleans. 




















for the Bahama 
Islands and Hayti, per steamship Alvena; at 
10 A. M. for St. Croix and St. Thomas, 
via St. Croix, for the Windward Isi- 
ands direct, per steamship Barracouta; at 10:80 
A.M. for France, Switzerland, Italy, Spain, and 
Portugal. per steamship Ls Bourgogue, via Havre, 
letters must be directed “per La Bourgogne;”’) at 
1 A. M.for Kurepe, per steamship Umbria, via 
Queenstown; at ll A. M.for the Netherlands. via 
Ams ver steamship Zaandam, (letters must 
be directed “ per Zaandam;”) at 11:30 A. M. for Great 
Britain, Ireland, Belgium, Netherlands, Germany, 
Austria, Denmark, Sweden, Norway, Russia, and 
Turkey, per ae Ema, via Southampton and 
Bremen, (letters must be directed “per Kms;”) at 
2 for Scotland direct, per steamshi 
Covers must be directe 
. M. for Truxiillo and 
8, Pizzati, from New-Or. 


Ruatan, 
leans; at P. M. for San Domingo, Cape Haytien,. 


and Turk’s Island, per steamship George W. Clyde; 
atil A. H. for Para, Maranham, and Ceara, per 
steamship Jerome; at 8:30 A. M. for St. Thomas and 
St. Croix, via St. Thomas, per steamship Bencroy: 


tiniq per steamship Alert, (letters for Turk’s 
Island must be directed ‘per Alert.”) 

Matis for China and Japan, per steamship City of 
Gy apey. (from San Francisco,) close here Aug. *24, at 
4:30 PF. M. a tor Acetate, Jew-denlene. a 
walian, ana Samoan Islands, per steamshi; 

. eda, (from San Francisco,) close here Aug. 
at 4:30 P. M., (or on arrivalat New-York of steam- 
Au with British mails for Australia.) 
for the society Isiands per ship Tahiti, 
Ban Francisco,) close here Aug. “25, at 7 P. M. 
for Cuba by rail to Fila, and thence hy 
eee, Key West, Fla, close at this office 
daly & ¢ ‘ 
he schedule of closing of transpacifié malis 
lon the Rresamption of their aninterrapton 
| transit to San cisco. Mails trom 
Hast arriving on time at San Francisco on the 
of steamers are dispatched thence tha 
. ; 
: HENRY G. PEARSON, Hag wo ' 
Post OFFics, NEW-Y ORK, N Ye é 
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OOVERED WITH GREEN SPOTS. 


TALE OF A TRANCK BY A WOMAN WHO 
OBEYED THE SPIRITS. 

Finpuay, Ohio, Aug. 16.—A singular re- 
sult from a vision seen in a trance by Miss 
Mary Searfoss of Marion Township, thie county, 
is reported. The young lady had bean il for 
come time with » mysterious disease, which her 
physician could not understand er control. Her 
body became celd and green spots covered it, 
Last Monday she lost consciousness and lay ina 
trance for 36 hours. 

Upon waking she relatéaito her parents the 
Actails of a vision which had appeared to her 
during the period of coma. In this visien a man 
shewed her a buggy wheel and told her that it 
Was the cause of her illness, as in jumping from a 
yehicle she had injured herself and the wheel. 

He then brought a bucket of water and a sheet 
and three bottles, which he said contained re- 


spectively wine, whisky, and aleohol. He wet 
the sheetin the bucket of water, wrapped her 
in {ts folds, and gave her @ portion from each of 
the three bottles. He told her further that if 
eke followed this treatment in three days she 
would be well. If she did not, then at 7 o’elock 
wen the morning of the next day she would 
commence getting worse, at 4 e’clock life would 
begin leaving her, and at 9 o’clock the foliow- 
ing worning she would be dead. 

This story thoroughly alarmed the parents 
and the attending physician was sent for. He 
laughed at the spirit treatment and advised 
that it be Bot attempted, and it was not begun. 
The next morning, shortly after 7 o’clock, the 
young lady grew rapidly worse. The green apots 
reappeared and death seemed near. In this 
emergency the remedies prescribed in the 
strange Vision were applied and the effect of 
the treatment was soon apparent. The patient 
rapidly improved and continued to grow better 
eo fast that on the morning of the fourth day she 
wasable to arise and dress herself and is now com- 
pletely restored to heaith. The affair has caused 
a prefound sensation in the community in which 
Miss Searfoss resides, andthere is much specula- 
tion as to whether following the spirit message 
restored her to health and strength. 


— oa ___—— 


WAGNER AND HIS GOWNS. 


From the Pall Malt Gazette. 

It is now about 10 years ago that a dealer 
in autographs at Vienna advertised in his cata- 
logue 16 letters of Richard Wagner written dur- 
ing the years 1864 to 1868. The catalogue 
stated thatthe contents were “ curious,” and the 
price for the collection was accordingly some- 
what high. An enterprising Vienna newspaper, 
however, bought the ‘“‘curious” letters chiefly 
out of “curiosity,” and soon after its readers 
were presented with a series of articles in which 
these letters were reprinted in a satirical frame- 
work. As the English public bas not yet been 
presented with this view of the creator of tho 
Wagnerian operas,a few extracts from this 
unique and choise collection may be interestin 
to our readers, The 16 letters are all addresse 
to the same lady, an Austro-German milliner, 
whom th® great master deigned to honor with 
his custom. In first publishing them tne writer, 
whose anti-Wagnerian tendencies amount to a 
perfect hatred of Wagner, prefaced the letters 
with a sarcastic introduction. 

The first of the letters is merely a promise to 
pay the lady, who is throughout addressed as 
** Dear Miss Bertha,” and to * make up” for ber 
patience as well as her work. The second letter 
is dated from Sternberg, and was evidently 
written after the above premises had been ful- 
filled. Waener writes: 

When Lsaw you last at Vienna you expressed 
the wish to receive further commissions from 
me. I feel bound to send you some further pay- 
ment; you have also a knowledge of the medels 
which I use for my indoor garments, &o., and 
the materials in which I like to have them 
made are difficult te obtain at this place. If, 
therefore, you are inclined to provide me fur- 
ther and through ali future according to my 
taste, f shall be glad, and wish to have an 
annual account made outfor them and for all 
unforseen expenses, The account shall always 
be paid at the end of the year. If you 
ean, comply with these wishes I _ shail 
at once give you some orders. In 
case of your acceptance, [ should be 
obliged if first of all you would inform me as to 
the following materials: 1. Can you obtain at 
Szontag’s @ beautiful heavy satin material of 
the inclosed light-brown color? 2. The same in 
dark rose color? 3. Can you geta good quality 
of the incgiosed pink ata price of from 4 te 5 
florins? 4. The same in blue,only it should 
rather be even lighter than darker? 5. Does 
Szontag keep a geod stock of the new red or 
heayy satin with whieh you lined my whito 
dressing gown (with flower pattern?) 6. Have 
you any of the dark yellow left of which you 
have made the curtains te the small tables? 
Wil you kindly send me samples ef these colors 
ana of suitable patterns, and let me know at 

‘the same tims whether you are ineiined to ac- 
cept my proposals, of whiei I should be glad, as 
this would be most convenient for me, and I 
could in future always employ you. I hope you 
have still got the patterns of my indoor clothes. 
Awaiting your reply, Iam your devoted 

R. WAGNER. 

Pp. 8.—Mind you do not confuse the dark pink 
with the former violet pink, which I do not 
want, but areal pink, only very dark and brilli- 
jant. . 

in the next letter the creator ef the “ music of 
the future” cemplains that a pink coverlot, 
lined with white, which he had ordered, is far 
too large, and must immediately be replaced by 
anew one, With tastes such as these itis not 
surprising to find that a German composer, 
creat and eminent though he be, ig repeatedly 
in monetary aifficuties, and his next letter con- 
tains agaia, besides a small check, the premise 
to send more when times are better. The fol- 
jowing are a tewitems of one of **Friulein 
LRertha’s” acceunts: 

“Dressing gown lined with heavy, beautiful 
white satin, at 6 to 7 fiorins the yard; cord and 
tassels of the same color, Trousers and jacket 
lined with thin white satin, Trousers and jack- 
et of the samo heavy white satin as the lining 
for dressing gowns, lined «with light pink satin, 
at 34s florins per yard, Coverlet, three widths, 
three yards long, lightly wadded, rich flower 
pattern, quilted; braided and trimmed with 
bows of rich pink satin ribbon ®of the best 
quality.” 

A little later on the master sends his milliner 
alist of articies which he requires, tegether 
with an é@6stimate of the cost: 

** Yellow satin, 8 yards, at 7 florins per yard; 
lilac satin, 27 yards, at 749 florina per yard; 
ruby satin, 20 yaras, »t 7 florins per yard; blue 
satin, 30 yards, at 7 florins per yard; green 
satin, 8 yards, at 7 florins per yard; light red 
Sutin, 8 yards, at 7 florins per yard; chamois 
sutin, 8 yards, at 7 florins per yard; light gray 
satin, 8 yards, at 7 florins per yard; pink satin, 
32 yards, at 7 florins per yard; white satin, 30 
yards, at 7 florins per yard; a@ark green satin, 
20 yards, at 5 florins per yard; white satin, 50 
yards, at 4 florins per yard; gray satin, 50 
yards,at 3 florins per yard; pink satin, (cotton 

_back,) 100 yards, at 3 florins per yard; bite 
satin, (cotten back,) GO yards, at 3 fiorins per 
yard; biue satin, (light,) 30 yards, at 3 florius 
per yard. 

** Biue Coverlet, lined with white.—Garlands 
-of roses, 60 yards at 4 florins per yard; peonies 
for three baskets, white satin and embroidery, 
60 fierins per yard; six insertiens at from 25 
‘to 30 flerins eaeh; broad white ribbon, with 
garland, 20 yards; one pink and one biue side 
of coverlet 400 florins. 

* Boots.—l pair white, with rose bouquets; 1 
-pair pink, with rose bouquets; 1 pair blue, with 
rose bouquets; 1 pair yellow, with rose bou- 
quets; 1 pair gray, with rose vouquets; 1 pair 
green, with rose bouquets—120 florins. 

“Lace Skirt.—Realilace, 100 yards, at 1 florin 
per yard; wider iace, 50 yards, at 1 florin 10 
krentzers per yard. Ribbons, pink, biue, light 
green, lignt and dark yeliow. Two smail and 
large cushions, richly embroidered im roses— 
400 florins.” 

Lhe total of this aecount is 3,010 florins. 
Beveral other letters treat again of dressing 
gowns to such an extent that the sarcastio 
commentator on these items proposes as a 
fitting name for Richard Wagner that in future 
he should be called * Dressing Gown Raphael,” 
or, With a view to the exquisite coloring of 
these artistically-shaped garmeuts, “ Dressing 
Gown Tintoretto.” 





A SUCKER IN A JUG. 
LANCASTER, Penn., Aug. 16.—A number 
of boys were swimming in a creek near the old 
Moravian town of Lititz, in this county, a few 
days ago. One of them, in diving, found an old 
,demijohn, which he brought ashore. Through a 
‘Apace where the wicker had been torn away the 
boys saw something moving about inside the 
{ue They poured the water out, but the object 
“dDeing too large to come out with it, they broke 
the demijohn and feund a fat and lively sucker 
over a foot long. The only explanation that 
can be given for the presence of the big fish in 
the jug is that it entered when small, and en- 
joying the novelty of the retreat, remained 
there untilit grew too large to come out, even 
it 1% wanted to. 
 — 
THE FL:OTRIC LIGHT IN PARIS, 
Paris Dispatch to the London Daily News. 
The Paris corporation held on Friday 
night the closing sitting of its extraordinary 
Session. It rejected two applications for a eon- 
cession to light Paris br elevtricity, the con- 
tractors not having followed the specifications 
‘laid down by the Municipal Council, and voted 
a grant of £40,000 for the ereetion within the 
{Halles Centrales of electric works tor the sup- 
[ply by mains of the whole city, It 1s doubtful, 
Lowever, whether the Government will allow 
ithe corporation the exercise of such a monop- 
oly. 





COURT OALENDARS—TAIS DAY. 
SUPREME COURT—CHAMBERS.—Nos. $9, 172, 173, 
-207, 221, 288, 249, 243. 
'” SUKROGATE’S COURT.—Testimony to be taken ‘Be- 
ifere the Probate Clerk: Protate of the will of 
: aa Lehmkuhl, 10A, M; Hanah Quain, 
ore RIOR COURT~SPECIAL TERM.—No day cal- 


‘COMMON PLBAs—SYuciaL TRRM,—No day catendar. 


ie 





ene 


SHERIDAN'S OOMMISSION, 
Communication to the Detroit Tripune. 

The story of Sheridan’s commission as 
Colone), told at considerable length in the Trid- 
une, does not at allagres with Gov, Bigir’s ac- 
count of it, as I heard it from him two or three 
years ago. The Governor was making anxious 
search for a suitable Colonel of the Second Cav- 
alry, and was not particular that he Should be a 
Michigan man if he could enly get a good officer, 
Being at Gordon Granger’s headquarters he 
asked Granger if he knew of a good man, and 
Granger said he did not. Thereupon an un- 
known private soldier, then on guard duty 
within hearing of the cenversation, enluted the 
General and addressed him with the easy frece- 
dom ofafres and equal American citizen, say- 
ing: “General, ifvyon will allow me, I think f 
know ofa good man for the Governor's purpose.’”’ 
Granger replied: “All right, my mau; who is 
it?’ The soldier answered: “There's Capt. 
Sheridan over in ‘the Quartermaster’s depart- 
ment; I know he wants to get outof that.” 
Gen. Granger exclaimed: “The very man!’ 
Blair then asked: ‘What kind ofa man is ho, 
General?” to which Granger explosively re- 
plied: “Oh, he’s just such a man asI am, only 
a d—— sight better.” The Governor was satts- 
fied, and thereupon wrote the order for his com- 
mission upon a en of paper on the top of his 
bat, and if was sént to Sheridan. Some years 
afterward, when Grant was Prosident and Blair 
was in Congress, Blair told Grant the story. 
The President dryly answered: “Granger was 
right about that last.” 





THE STATE OF TRADE. 


St. Louis, Aug. 16,—Flour quiet and un- 
changed, bnt firm. Wheat—Casn higher and 
Btrong. Options—Declines at other points start- 
ei the market on tower, but with few 
sellers and steady buying the feeling _ be- 
cawe firmer, and later turned strong on bullish 
Eurovean news, including reported estimate that 
United Kingdom would have to import 160,006,000 
bushels this season. Cables were higher, and with 
the sharp demand the market closed 1 \c. above yes- 
terday. No. % Red, cash, 840,; August, $4c.20 
84 %9¢., closing 8450. bid; September, 825:c.@B4 \o., 
closing 84140.; December, 86% c.@882c., closing 
R8190.; May, ¥¥490.@93 40. Corn werk; closing 4,0. 
@\40, below yesterday; No. 2, cash, 410,0@41%c.; 
Augnat, 40%¢.@4l1o., er at: 40 %o.; September, 
40540.@414gc., closing at 41%sc. bid; October, 40c.; 
year, 3790.@34 80. closing at 8do, Oates firm, but 

ull; No, > 250. @ 460, ; August, 240., closing 

ear, 23 yco.@23%c. Rye higher; 465¢. 
Hay—Market heavily lower under a pressure to 
sell, with nothing but a local demand; new Prairie, 
prime to choice, gow 50; new Timothy, $17@ 
$20; Timothy, 618@$20. Bran dull; 56c.@580, But- 
ter steady; Creamery, 16c.@180.; Dairy, 14c.@168c. 
Fagen soy or fresh stock at li¢, Flaxseed, 
#112. Lead quiet; Refined nominal at 4.30c. 
mealdulland unchanged; $2 45@$2 50. 
steady; $114. Provisions steadier. 
@$14 on small lots, 
for prime Steam, Dry-salt Moats—Shoulders, 
$7 2d; Longs and RKibs, $8 25088 50; 
Snort Clear, $8 250268 387% Bacon—Shoul- 
ders,68 26; Lones and Ribs, 69 124.@$9 25; Short 
Clear, $9 87%@$9 50. Hams, $61¢ 256@814. Re- 
ceipta—Flour, 3,000 bbis.; Wheat, 116,000 bushels; 
Corn, 42.000 bushels; Oats, 52.000 Dushels. Ship- 
ments—Fjour, 6,000 bbdis,; Wheat, 11,000 bushels; 
Corn, 8,000 bushels; Oats, 4,000 bushels. 


BurFa.o, N, Y., Aug, 16.—Wheat—No, 1 Hard 
steady, with a fair demand, at 1l2c. over Chicago 
Septembor; sales, 16,000 bushels, at 040.; 12 car- 
loads at 04440.@9450.; No. 1 Northern dull; Duluth, 
8440. over; Washburn, 890, over; O. I, F, No. 1 
Northern, 1042¢. over; Winter dull and unsettie 
No. 3 Red, 9144c.@92lac.; No. 2 Amber, Olo.; Mi 
ing Red, 8X0. @s9c.; No. 1 White Michignn, old. 87c. ; 
No. 1 White Oregon, 92c., on track. Corndull; No. 
2 Yellow, 6406. over Chivago eptember: No. 2, 5 %g0. 
over; No. 3, 50, over; No. 4 Yellow, 4c,@44e, over, 
in store. Oats— No. 2 Mixed scarce, at 45c.; No. 2 
White, 350. Flonr in fair demand and firm. Mill- 
feod firm. Canal freights steady; Wheat, 4c; 
Corn, 4c. Receipts—Flour, 56.000 bbls.; Whoat, 
198,000 bushels; Cern, 240,000 bushels; Rvre, 6.000 
bushels. Shipments by Rail—Flonr, 33.000 bbia.;: 
Wheat, 73,000 bushels; Corn, 56,000 bushels; Oats, 
40,008 bushels. Shipments by Canai—Wheat, 149,- 
S00 bushels; Corn, 114,000 bushels; Oats, 25,000 

ushels. 


CINCINNATI, Aug. 16.—Flour easy. Wheat 
stronger; No. 2 Red, 83c.; receipts, 31,000 bushels; 
shipments, 15,000 bushels. Corn easier; active; 
No. 2 Mixed. ¢70, Oats steady; No, 2 Mixed, 
26%. Rye quiet; No. 2, 50c. Pork steady; 
$14 50. Lard firmer; $8 62+. Bulkmeatsand Ba- 
con quist; unchanged, Whisky steady; sales, 773 
bbls. finished goods on basis $114. Butter un. 
change’. Sugar steady. Hogs dull; common and 
light, $5@&6 26; packing and butchers’, $5 85@ 
$6 40; receipta, 1.130 head shipmenve, 560 heast 
Eggs firmer; llc.@$ll%ec. Cheese steady. Eastern 
Exchange steady; unchanged. 


Prorta, Ul, Aug. 16.—Corn firm; High 
Mixed, 42¢.@42%0.; No. 2 Mixed, 41%¢.@4220.: 
Rejected, 40¢.240%20. Oats quiet, easy; No, 2 
White, 36¢,@3619c.; new No, 2 White, 280.028 Jc. ; 
new No. 3 White, 26c.@27¢.; No. 3 White, 33002 
34c. Rye quiets; new No. 2, 45¢,.@45%0. Whisky 
firm; Wines, $1 14; Spirits, #116. Rocetpts—Corn, 
5,400 bushels; Oats, 45,000 bnahels; Kye, 1,600 
bushels. Shipments—Corn, 8,500 bushels; Oats, 
3,700 bushels; Rye, 1,000 busheis. 


WILMINGTON, N. C., Aug. 16.—Spirits of Tur- 
pontine firm at 34426. Resin quiet; Strained, 70c.; 
Good Strained, Tico, Tar firm at $1 50. Crude 
Turpentine firm; Hard, $1; Yellow vp and Virgin, 
$1 80. Corn firm; White, 67c.;° Mixed, 61e¢. 

NEW-ORLEANS, La., Aug. 16.—Corn easier: 
No. 2 Western Mixed, 586.@59¢.; White, 630.2 
64c. Cornmeal dull and lower at $2 6 Other 
articles quiét and unchanged. Clearings of the 
banke, $781,552. 

FALL RIveR, Mass., Aug, 16,—The Printing 
Cloth market quiet, but firm at 370. bid and de 
olined for 64 square spots. None of corsequence to 
beh 

PITTSBURG, Penn., Aug. 16.—Petroleum active 
and irregular. National Transit Certificates opened 
at 8355; Closed at 831g; highest, 8415; lowest, 8214. 

BRADFORD, Penn., Aug. 16.—Natjonal Transit 
Certificates opened at 8$8%e: closed at 3318; highest, 
84.9; lowest, 82%; clearances, 1,348,000 hbls, 

SAVANNAH, Ga, Aug. 16.—Turpentine steady 
at B4%Qc., Resin firm at 80c. 

CHARLESTON, & C., Aug. 16.—Turpentine firm 
at 34c. Kesin unchanged. 


Lard nominal; 


ad; 
il- 





1HB LIVE STOCK MARKSTS., 


—_-—. -—— 


BUFFALO, N. Y., Aug. i6.—Cattle—Receipts 
Jast 24 hours, 1,100 head; total for week thus tar, 
8.500 head; for same time last week, 8,860 head. 
Consigned threngh, 227 cars, of which to Now- 
York, 62 cars; stGady, With a fair demand for butch- 
ers’ stock; no good cattle here, but wanted; sales of 
light butchers’ at $8@#3 40; light butchers’ 
Steers, at #3 FU@FL. Sheop—Receipts last 24 hours, 
4,800 head; total for week thus far, 21,400 head; 
for same time last week, 20,700 head; consigned 
through, 27 cars, of which 6 cars to New-York; 
steady, with a good demand; fair to good Western, 
#3 40@$4 10: wool to choles, $4 25@$4 75; fair 
to good, $4 75@86 25; extra, $6 50; Canada Lambs, 
six carloads sola at $6 5046 85; common Lambs, 
$4 25085 25. Hoys—Reocoipts last 24 hours, 4,100 
head; total for week thus far, 22,000 hoad: for same 
time last Week, 28.410 head; consigned throngh, 
98 cars, of which 9 cars to New-York; opened dull 
but active and steady: selectod Yorkers, $6 10@ 
$6 80; grassers ‘and Michigans, $5 75@$6; sblectéd 
medium weights, #6 35@$86 50; skips and Pigs, 
@6@65 50; ali ofterings sold. 


Sr. Lovts, Aug. 16.—Cattle—Recéipts, 2,500 
head; shipments, 4,200 head; market steady; 
choice heavy Steors, $57$5 $0; fair to goo do.. 
#4 80@$5; butchers’ Steers, medium to choice, $349 
@$4 40; atockers and feeders, fair to good, #2 20 
@$3 40; rangers, corn-fed, $3 40@$4 25: grass-iad, 
$2 25@$3 60. Hogs—Kecoipts, 1.600 head; ship- 
ments, 900 head; market steady; choice heavy aud 
butchers’ selections, $6 % 36; packing, 
medium to prime, $6 1006 30; light grados, ordi. 
nary to good. $6@$6 20. Shéep—Mecoi)ts, 2,200 
herd; shipments, 2,500 head; marret firm; fair to 
good, $3 30@$4 75. Horses—Kecvipts, 70 head: 
shipments, 330 head; Texans and Indians, in car- 
loads, $20 @$35. 

East LIBERTY, Penn., Aug. 16,—Cattle—Re- 
ceivts, 1,349 head; shipments, 1,580 head; market 
steady ut yesterday’s quotations; uo Cattle shipped 
to New-York to-day. Hogs—RKeceipts, 1,400 head; 
shipments. 2,000 head: Phijadelphias, #6 60 
$6 60; mixed, $6 35@86 40; Yorkers, $6 15386 30; 
common tofair, $5 75@$6 10; Pigs, $5 50@¢5 75; 
9 cars of Hogs shipped to New-York to-day. Sheep 


—Receipts, 1,800 head; shipments, 1,200 head; war. 


ket dull at yesterday’s prices. 





THE FOREIGN MARKETS. 


LONDON, Aug. 16—4 P. M.—Canadian Pacific, 59; 
Mexican Central tirst mortzage bonds, 692; Money, 
14@i'% * cent. The amount of Dullion goué into 
the Bank of England on balance today is £104,000. 
The bullion in the Bauk of Hngland has decreased 
£149,000 during the past week. ‘The proportion of 
the Bank of England’s résérve to lhabilitv which 
last woek was 3.20 ? eent.. is now 89.80 Y 
cent. Paris advices quote 3 per cent. rentes at 83f. 
72 9c. for the account, and {xchange on London at 
25f, 3720, for checks, ‘ 

PARIS, Aug. 16.—The weekly statement of the 
Bank of France shows an increase ot $50,000. In 
gold and 350,000f. in silvor. 

IVERPOOL, Ang. 16—3:50 P. M.—Beeot in fair de- 
mand; Prime Mess firm at 60s. Pork in fair de- 
mand; Prime Mess, Eastern, firm at 738. 9d. Sfams 
in fair demand; Short Cut strony at 58c. Bacon in 
poor demand; Cumberland Cut dull at 49s.; Long 
Clear dull at 478. Cheese in poor demand. Tallow, 
Turpentine, and Resin in fair demand. Lard, apot 
and futures, in tair domand, Wheat and Flour in 
fair demaud. Corn, spot and futures, in fair demand. 
Hops at Londov—New-Y ork State in fair demand. 

4 P, M,—Cotton—Futures closed Larely steady; 
Uplands, Low Middling clavse, August delivery, 
5 nea, sellers; August anil Septéinber delivery, 
6 $1-64d., buyers; September and Ootober dolivery, 
6 17-64d., buyers; October and Novetaber delivery, 
6 14-644., sellere; November and December delivery, 

12.64d., Value; December and Januaty Aolivery, 

12-644., sellers; January and February delivery, 

12-64d., sellers; February and March delivery. 

13-64d., sellera; September delivery, 6 31-64d., 
uyera. 

ANTWERP, Aug. 16.—Wilcox’s Lard closed at 108f. 
#% 100 kilos, etroleum—Fine Pale American, 
20, 7c. paid and sellers, 

BREMEN, Aug, 16,—Petroleum, 7 marks 85 pfen- 


nigs. i 
HAVANA, Aug. 16.—Spanish Gold, 239 @z39%, 
Exchango quiet. Sugsr firm. 





THE COLTON MARKETS. 
a 


SAVANNAH, Aug. 16.—Cotton firm; Middling, 
10440.; Low Middling, 97%gc.; Good Ordinary, 94s6., 
new Cotton; net and gross re- 

ceipts, 931 bales, including 385 bales now; exports, 
conatwise, 910 Dales; sales, 73 balea; stook, 3,225 
GALVESTON, Aug, 16.—Cotton nominal; Mid- 
Gling, 9 %ec,; w Midsdling, 950 5 Good Ordinary, 
ig bales new, ayorencouktwiae, Oty Balen nal 
BY bales; stock, 622 bales. . ten hee hit 


NeEw-ORLEANS, Aug. 16.—Cot niet; Mid- 
10 Lo fadlin 4 yr 
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- FINANOIAL AEPALKS. 
The following Furi ay, Ang, 16-8. M- of 


rices and the amounts dealt in on the New- 
y rk Stock Exchange to-day: 
/ ' gTOCKS, 
. rivet. Flt Th 


-- 149 139 
ble, ¢ 80% 


. Sales. 
BO 80% i 
2% le 


318 
690 


ee 
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Barrer rate 
Ber Om KcaKleoo 
SF LST PEL 


NIOKCS 
Doe 


L 
Houston &Texas. 
Ind, B. & W 
Kin re & Pem. 


Manhattan cn.... 923 
Mexican Central. 
Mich. Centrai.... 3 
Missouri Pacific. 





Oregon R. 9 
Oregon & Trans. 26% 
Peo., Dec. & Ev.. 22 
Phil. & Reading. 88% 
Phil. & Reading. 50% 
ull. Pal, ar Oo. 16 2 


St. P.& Duluth pt101 
St. P. & Omaha... 40% 
&t.P.& Omaha pt.108% 
St. P., M. & M...105% 
South Carolina... 
Southern Pacific. 26 
Tenn.Coal &Iron, 29 
Texas Pacific..... 245 
Union Pacifio.... 60% 
U. S. Express.... 7642 
W., St. L. & P... 1453 
W.,St. L. & P. pf. 265 
Wells-Fargo Kx.140 
West. Union Tel. 62% 
Wheel.& L. E. pf. 58% 


Total snies............ Ss Siem sit Seeetied cauhann 111,788 
*Uniisted. tReorganization certificates. +Voting 
Trustee certificates. t 
RAILROAD MORTGAGES, 
First. High. Low. 
At., Col. & P. 18t.104%9 104% 10419 
At. & Pac. ine,... 24 24 24 
At. & Pac, 31% 
Cairo, A. & 07 
Canada So, 2d.... 96 
Cent. P,68 of 1936.19 1% 
Ches. & V. 48,1. 6. 72 
Chi,& Kast Iil.on,117 
C.& E. Dil.gen.bs. 98% 
hi. & Ina. C. 16.100 
C.,B.& Q.48, Neb. 92% § 
Col. & H. V. 58... 84 84 
Den. & RK. G. 48.. 77 
Daluth& LR.1st. 07 
E.T., V. &G.g.58.102 ig 
EKliz. & Big S.18t.1004, 
Erie 2d on 96% 
Frie fd. ¢ 89 
. 88% 
G,,H.&8.A 1lst,W 92 9249 
; 87 &7 
Green B.& W.inc. 37% 37% 
Gult,C.& 8,.F.13t.115 4 


Gull,C. &8. ¥.g,68. 9632 
H.&T.16t,m.1.6.2.117 % 


Last. 
104% 
24 


Satea. 


15,000 
173 178,000 
95 9,000 


Wey 6, 


“4 


L,B. &@W.8atr. 71 
I,B.dcW.lstk.d.tr.92 . 
Ind, D. &S., lst. 101% 
Int. & G. N. let,.107% 
Kan. Pacific .cn... 109 
Kau. & T. om..... 96. 
Kan, & T. gen. 68. 61 
Kan. & 'T. geu.68. 66 
Keo, & LD. M. 18t.10 


Met. Htev. Ist. -..11453 
Missouri Pac. 24.108 
M. & Ohio gen... 49% 
ga & Chat. cn.100 


N. Y. OC. 6s, oxt. 
N YO, &H. it. letclwa%s 
N. Y. Klev. 1lat...116 
N. Y., S&W,tt5s. B4o 
Norfolk&W. goen.120 4 
North, Pac. T.18t.104%9 
North. Pac, #0...110% 
North Pac, 3d... 95% 
Northwest c.n.78.142 
Ohio South. ince.. 41 
Oregon Im), 1st.10d% 
Oregon 8S. L, 6s....107 
Gre. KR. & N. lst.110 
Oro.& Trans. 1st.100 
Read. 1st pf. inc. 88 x 
*Read. 2 pf ine. 7354 % 74 271,000 
Read. 3d pf. ine... 63% 635, 64,000 
Keading gen. 45. 89 
Rich.& A.idstt.r. 62 
H& W.P.T.tr.68. 93 
Hous. ¢& Sar. 1st..147 
Rockislanid 1st,o.131 
Rock Island 5s...105 7% 
St. J. & G. J. 18t..105 
BULL, Ark. & T.2d. 38% 
St. P. & Om. on..121 
StPaul Term. 53.102 
St. P., C. P.W.58.107 
8t.P,M.&MletM 87% 
v7] 


. 874 
tT. s6% 

‘Tex. Pac. Jat 68... 95 
Tex. Pac. 2d inc.. 44% 
TAA. &N.M188100% 
Wabash oy., t.r.. 8648 
{W.U. col, tr.68.. 957%, 
West Rose 43, c..103}g 
West Shore 4s, r.103% 


Total sales,..... 
*fncluding $5,000 at 74, seller 20. tUnlisted. 


BALES AT THE NEW-YORK CONSOLIDATED STOCK 
AND PETROLEUM EXCHANGE, : 
First. —— Low, Last. Sales. 
4 -24 24 1 


‘ 
. 


Brunswick .... 
Barcelona. 
ello Isle. ....- 
Jon. Cal. & Va. 7 
Holly wood “ 
Hale & Nor... 4.6 
Little Chiof.... .23 
1.05 
Shoshone....... 18 
Santiago....... 3.30 
Sutro‘iunnel.. _.08 
Bilver King.... 226 


Total sales 
BTOCKS, 
Fret. High. Low, 

Am. Cotton Oil... 37 37 7 
Chi. & G, Trunk. 10 
CanadaSouthern. 44 
Oolorudoe Coal.... 86% 

--- 10749 


Chi, M. & St. P. 72% 
ChL& Northwest.113%3 
Central of N. J... 889 
Del., Lack. & W..13815 
Del. & Hudson..., 

27% 


ae n. 5 
.¥. PP. & 0. pt. 
Ohio Central..... 
on Trans.... 


~~ 
oy 

sAnecouns 

rOaNIS 


She raw _ 
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Ccoorrran 


9 
60% 
k Mm 

ad. St. L. & P. 14% 
Wab.St.@.&P.pt. 28% 
Western Union.. 82% 


54% 
Central..... 184 
Williamson Mant. 6 


Total sales...... 
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BONDS, 
First. High. 
hes. & Ohio ds,. T2% 24 
hes. & QO. sorip. 23 
Ches, & 0. cur.... 2 
K. C. & Oni. 1ét.. 85% 
ue Central 48.. 6 


Tew, Last. 
729 T2% 
3 2 


Tenn. sett. 3a... 70 
Vicks, & Mer. ino, .3 
Wis. Central Ist. 8953 


Total sales,... 
Line Certs.. 
Pipe 83% 


$202,160 
Sits 82% 88% 1,768,000 
ba) aA i+ eee4 














other day in six weeks back. Prices gen 

were heavy, the Grangers leading in the deoline. 

There was no advances worthy of note. The 
rincipal declines were: St. Paul and Duluth, 

19; Omaha BE pra a 1%: Canada Southern, 
and St. Pauleach 148; Southern Pacific 1; 
Northwestern, Pullman, and Omaha each,7z, and 
-Rock Island % 

Money on call loaned at 14902 cent. The 
last loan was made at 114 # cent, 

The Foreign Exchange market was yery dull. 
The posted rates for Sterling were unchanged at 
$4 85 for long and $4 8715 for demand. Actual 
pusioete was done ab $4 84084 8 for 60- 

ay bills, $4 87084 8744 for demand, $4 8719@ 
$4 87% for cable transfers, and 
forcommercial. Continental was dull, Franes 
were quo at 5.231¢@5.22.6 for long. and 
ag ts for short; Reichsmarks at 947302 
Sand 95%@953s, and Guilders at 40% and 


4033. 

Government bonds were firm. The 48 ad- 
vanced 13, The sales on ¢all were $12,000 4 
coupon at 107%. In State securities $12,000 
Louisiana consolidated 4s sold at 8814. In bank 
stocks 10 shares of Merchants’ Exchange sold 
at 120 and 7 of Western at 94. 

The railway mortgage market was fairly 
active and firm. The principal changes were: 
Advanced—Indiana, Bloomington and Western, 
Eastern Firsts, trust receipts, 173; Duluth and 
Tron Range Firsts 149; Great Western Secends, 
INinois Central 48 of 1952, Indiana, Blooming- 
ton and Western Firsts, trust receipts, Kansas 
and Texas 58, and Louisville, New-Albany 
and chicago Firsts each 1; Reading See- 
ond preference incomes 7%, and Atluntic 
and Paciiic 4s, Erie funded coupon 58, Mobile 
and Ohio generals, Reading Thifd preference 
incomes, San Antonio and Aransas Pass 68, 
and Tvledo, Ann Arbor and North Michigan 
Firsts each %. Declined—Wabash convertibles, 
trust receipts, 173; Green Bay and Winona in- 
comes 144; Indiana, Bioomiugton and Western 
Seconds, trust receipts, 1, and Erie Seconds 
consolidated %&. 

Pipe Line Certificates opened at 8319, advanced 
to 8433,declined to 82, and closed at8334. Amer- 
joan Cottonseed Oil Certificates sold at 3740 
8733. Mount Dasert and Eastern Shore Land 
sold at $2 25. In mining stocks Belle Isle sold 
oe Silver King at $2 45, and Sutre Tunnel 
at .08. 

Messrs, Drexel, Morgan & Co. give notice to 
the security holders of Richmondand Alleghany 
Railroad that the committee for the reorganiza- 
tion of the Chesapeake and Ohio Railway Com- 
pany and the Richmond and Alleghany Railroad 
Conmipany have agreed, subjoot to their approval, 
that their respective lines shall be operated in 
close connection undera single management. 
The agreement contemplates an ultimate trans- 
fer of the Richmond and Alleghany to the own- 
ership or control of the ag, and Ohio 
Company orits successors. on the gurren- 
der of certificates issued by Mercantile Trust 
Company ropresenting stock and bonds of the 
Richmond and Alleghany deposited under ex- 
isting plan of reorganization, Messrs. Drexel, 
Morgan & Co. will issue in exchange therefor 
negotiable receipts. 

The following wore the bids for bank stooks: 


America. Manhattan > 

American Ex Market & Fulton...171 
Broadway Mechanics & Trad’s’155 
Butchers& Drovers’.167 |Mercantile 150 
Chase eaneganee 





Metropolitan 
RRR a Metropolis 
Citizens’ i 
Com merce 
Continental.......... 123 
Corn Exchange 
East River 3 
Kieventh Ward...... 150 
First National. .....2000 
Fourth National. ...137 

800 
Fourteenth-Street..145 
Gallatin National...225 
Garfield National...300 
Gerinan-American..112 |Republic 

200 |Seaboard 
Second National ....320 
Seventh National... 
Shoe & Leather 
St. Nicholas... 


New- Yor 

N. Y. National Ex.,123 
New-York County..200 
Ninth National 130 
North America 

North River....... 
Oriental 

Pacific 


Greenwich........... 


Hudson River 160 
Imp’ters & Traders’350 
Irving 8 ;Tradesmen’s... 
Leather Manufact’s’195 |U. 8. National 

The following were the closing quetations for 
Government bonds: 

Btd. Asked, Bid, Asked, 
91, F....106% 108%|Cur, 63, 1696.122%5 -... 

4408, '91, 6....1075 107%) Cur. 62, 1897.125 
46, 1907, r....1275, 128 
46, 1007, c....127% 128 
Cur. 63, 18956.120 hoes 

The following is the Clearing Housestatement 
to-day: 
Exchangeés..$101,172,352! Balances $7,138,501 


The following were the closing qnotations in 
the Philadelphia markets to-day: 
Bid. Asked, Bia, 
6444 5429' Lohigh Nav..48%4 
2644|Jersey Cent..87 7% 
54 (Ore. 'frans....26% 
. 25% )5t. Paul Tot 
Nor. Pac. pf..57 8 5714] Read. gon. 48.88% 
or 
BOSTON GLOSING PRIOBS. 
Boston, Aug. 16.—The following are the 
closing prices al the Steck Exchange to-day: 
Atch, & T. 1et 78.120.75 \N. 3 Cont. 108, 8.100.25 





Car. 65, 1898.12733 "1. 
Our. 68, 1899.130%9 _... 


Asked, 
4933 


Atch.& T. 1. g.78.118.00 JN. M. & 8 P. 78.122.00 
toh. & Topeka... 85.78 N.Y. & N. B. pt.116. 
oston & Albany201.00 |Oregon S. L. 64..106.50. 

Boston & Mainé.214.75 |Pucblo 7s......... 118.00 

Chi; Bur. & Q...111.37%g! Sonora 78 103.00 

Cin., San. & Clev. 186.60 (Soutnern Kan.58. 99.00 

Wastern........... 3 South. Kan. inc.. 93.00 

Kastern 68........ . Unien Paoific.... 59.75 

Flint & Pére M.. 40.00 |Erie Telophone.. 32. 

Fiint&Pére M.pt 98.50 | Pullman 167.00 
C803 8C B7s.120.00 ‘Old Colopy........159.00 
exican Gent.... 16.1249] Rutland pfl...-.... 46.00 

Mexican Cént.ist 67.80 | Wis. Coutral pf.. 28.50 

N.Y.& New-Eng. 43.00 /Allonez M.Co..n. 2.62 

N.Y. & N. E. 73.122.76 |Cainmot & Hecla.268.00 

West End Land... .62 1g) Catalpa. 

Lamson Store 8.. Frankii 

Atlantic & Pac... 

ANantic & Pac.48 

California South. 

K, & W. 5s. 
.» Ba. &W. ine, . 

Cleve, & Can. pf. 30.00 

K.C., Ft.$. & G.78.115.00 

K. C., M. & B 


é Mee 
Bell ‘i'elephone...230.00 
Boston band.,.... 7.25 
Water Power.... 7.387% 
Tamarack M. Co.164.00 
-, M. --. 45.00 |Mass. Central.... At 
Mex. Contraiince, 2v.00 ‘San Diero L. Co.. 26 


OOMMERCIAL ALFAIRS. 


—_—-~<.—_—__ — 
NEW-YORK, Thursday, Aug. 16, 1888. 

COrFEE—Had a mederate share of attention, in 
private trade, at essentially unaltered prices, with 
fair invoices of iv quoted at 1444c., and fair to 
good. Cucuta ab 13%2c.@14\4c....5ales embraced 
1,500 bags Rio, No. 4, to arrive, at 1344c., store 
terms; 1,200 begs Guatemala at 18¢., and 237 bags 





Maracaibo at 14.44c....And in the option Jike Rio | 


Coffee said to the extent of 24,500 bags, (of which 
4,700 bags for August, 7,750 bags for September, 
3,750 bags for Uctober, and 5,250 bags for Devem- 
ber,) and, through slight fluctuations, on a tame and 
uninteresting movement—while opening @ shade 
easier, raliled and gained for the day in instances 
5 points, closing steaily, with August at 10,466. @ 
10.906, September at 10.35¢6.@10.40c., (having 
ranged from 10.30¢.@10.40c.,) October at 9.900. 
@9.950., November at 9,80c.@9.850., December at 
9.75¢.@9.806., ahd January to July, 1889, within 
the range of 9.80¢6.@10.05¢....Cabies of irregular 
Market, toward the closé of rather more steadiness, 
COTTON—Very mederate specniative deal- 
ings Wete reported, On an irrefular though not 
seriously Altered market—the outcome for the day 
havin een & deeline of 2 points on September and 
an advance of 2 points oh Octobder—leaviiig off 
steadily....There were 81,500 bales placedon op- 
tioas here, of which 6,800 bales for Augnat, 9,300 
bales for September, 4,800 bales for Octeber, and 
6,100 bales for December, closing tamely, with Au- 
gust at 11.44¢.@11.460., (having ranged from 
11.42¢,.@11.48¢c., neither side to the deal for the 
currénot month moving with much energy for the 
day,) Soepteniber at 9.78¢.@9.79¢., (having Tanged 
from 9.78¢.@9.82c.,) October at 9.63¢c.0).646., (hav- 
ing tanged from 9.60¢,.09.03¢.,) November at 9.52c. 
@9.53c, Decomber at 9.51¢.@9.52c , (having ranged 
from 9.500.@9.620.,) January at 9.576.@9.58c., 
and May, 1889, at 9.89¢.09.90c., and July at 10.03e. 
@10.05...,Cables generally spiritless....Ahd_ for 
prompt delivery 195 bales were réeportei 8old to 
Spinners at former figures, Low Middling Standing 
at 10.16-16c.@11.1-160. and Mifidling at 11%0.@ 
lle, and Fair at 12 15-16¢.@13 1-160....Port re- 
ceipts limited, (since our last, 2,130 Bales.) 
FLOUR AND MLEAL—More interest Was evinced 
in WHKAT FLOUR, particularly by hoffe btyers, 
whose bids were generally on a firm basis, while the 
principal holders vlaimed a slight advance, (ln view 
of the furtier risd in Wheat,) thus tmpeting opera- 
tions, which, however, were toa respectable aggre- 
See Export dealings yet checkeil by waht of 
reight room,though the demana from shippeta waa, 
in instances, rather more ufgent....Arrivals here 
to-day, 11,164 bbis. andl 7,940 sacks, and clearances 
hence, 415 bbis. and no k Sales ro- 
ported since our last of about 21,475 sacka 
and bbis., arrive and hore, (about 9,250 
sacks and bbls, credited to shippers.) of whivh 
1,600 sacks and bbls. Low Extras at $2 85@$3 30; 
about 2,760 sacks and bbis. City Mills Extras, 
ot which bulk for West Indies, within the range 
of $4 60@$4 75, and Patent_Nxtras, in bbls., $5 
f 10; about 8,900 sacks and bbis. Spring Wheat 
xtras, of which 3,400 sacks and bbls. Patent 
Extras, aed to choice, at $4 35@$5, mainiy at 
#4 76@¢4 95 in bbls, and $4 36094 30 in sacks; 
and very choice to very fancy, in bois. up to $5 1lv@ 
#6 265, (the jatter extreme fixures,) and_1,260 sacks 
and bbis. Straight Mxtrasat $4 26@$4 75 and avout 
4,250 sacks and bbis. low grade and Clear at $2 Bb@ 
4 45, (2,800 sacks went ont saul to $3 45@$S8 60 
or shipmentt,) about 4,600 sacks and bbis., 
inter Wheat in good part Straight 
5, the’ latter for vod 
at $3 60@ 40, 


in sacks, at $3 40@93 76; 
. 3 in sacks and bbis., ab $2 90@ 
$3 25; about 1,700 sacks and bbls do. Patent Ex- 
tras within the range of $4 356, mainly at $4 50 
@%4 90; strictly fancy, in odd lots, up 85, 10@ 
3 15; sbess 775 pk, Superfine within the ran, ° ot 
2 60883 19 tor Spring and Winter, (avout 1,150 
pks, fino, part. to arrive, ab $2 20@2 865 for Spring 
ad Winter Whonat product; about 726 sacks and 
bis. Southern Extras within the range of $2 85 
$4 65 for low a de shipping to very choice Family, 
and up to $4 86 for very fancy, and 550 bbls. 
RYE’ FLOUR, mainiy fair to choice Supetfine, at 
$8 056063 86; strictly choice to fancy, #3 40@$3 50. 
.---CORNMEAL in moverate request at About steady 
prices, including Brandywine at $3 40, (800 pbia. 
8014;) and fair to very choice Lellow Western, $3@ 
$3 40, and coarse Yellow, ip bags, at $1 0201 05, 
nd fine yehes do. at 61 156@$1 20, and flue White 
do. at $1 26@81 36....FKRD iv coppud at full 
gires, with 40 to 80 fb. quoted at 87 '20.@960., as 
to qualit, and 100-15. at 90c.@$1 U5, and Sharps at 
$1_0719@$1 15, and Rye Feed at v0c, 
WHHAT—Speculative dealings in Winter Wheat 
réaohed very liberal proportions here to-day, and, 
‘under the Btimulatin nfluence he apelond 
Weather and unpromising crop cables, and much 
stronger foreign markets, and a renewal of adverse 
or Lelogramae rom the Northwest—prices, on 
the option list, were farther adyanced through 
various fluctnations—on August and Bepigmber, tor 
© day 16., October, November, anc i; 490, 
and December 16, losing seem naly tm, (tore 
houses very tree ayers, good tt for cover! 
ane v 


Beret Wises tw i basen aver 
5 Tt 


$4 88OR4 834 


| for South Awerica at $10 


The Heto-orn wines, Fray, Huguet 17, 1888. 


sng tacat aad taal siete 
No, ¥ Bed, (new oF Saul No. 
Peterhead Se 


an 4 

n all to arrive, delivered, within the r 8 

equal to 07 %0, B94. latest ip the, os frei t, 

and insurance form, , (ebous . ushels 

went to shippers and about 64,000 bushels 

millera,) and No. 1 Northern Spring, delivered, 
uoted at equal to 9° 0,090 yo., and No, & Chicago 

0., here, afloat, quo at equal to #40.094%0., and 
to arrive at equal to about 92%c.@93c., and No. 2 
Milwaukee Spring. delivered, at equal to ¥14o., 

16,000 bushels for England.) apd pngraged let, 

hite, and Spring Wheat, ian lots, within the rauge 

$24c.@97%c., mostly within the range of 880. 
@98\o,, making the reported sales for earl 
delivery in all since our last about 401,00 
bushels, of which about 192,000 bushels credited to 
shippers—in great part to arrive, and not all yet 
definitely named for export—and about 84,000 bush- 
els to local millers—with about 100,000 bushels No. 
2 Red Wheat also reported as having been delivered 
On contract....And sales and exchanges of con- 
tract Wheaton options, as rpertes here, reached 
9,416,000 bushels, (of which 4,536,000 bushels for 
December,) against receipts here of 292,824 bush- 
els, and clearances hence of 41,177. bushels. 
----And on options the market closed firmly, with 
contract Wheat, for August, at 93%0., (having 
ranged from 92140.@93%c.,) September at 9379c., 
(having ranged from 925 ¢.@937ac.,) October at 

4%e., Novetuber at 95%c:, December at 96%0., 
(having ranged from 95%c.@96%4o.,) and May, 1889, 
Sen : 01, (having ranged from 99 15-166.@ 

CORN —Very free arrivals led to a further deoline 
of about 9c. 2%c., and a brisk business for early de- 
livery—largely to home buyers, (one prominent firm 
taking well on to about 200,000 bushels,) though in 
part fof export—and a fairly active speculation, 
closing somewhat stronger, though irregular. 
West unsettled. Arrivals here to-day reported of 
482,650 bushels, and clearances hence of 172,632 
bushels... .Sales reported of 1,461,000 bushels, (about 
397,000 »nshels for poe delivery and to arrive— 
bulk here atloat—of which about 144,000 bushels 
credited to shippers,) including No. 2, in elevator 
and store, at 53c.@53%2c., closing at 53%\e.; 
do., here, afieat and delivered, at 52%40.@53\4c., 
mainiy afloat, at 52%c.@o8c., closing, at 52%s0. 
asked, and ungtaded Mixed and Yollow at 480.@ 
6349c,, as to quality and condition....And of No. 
2 Corn, for August, 152,000 bushels, at 530.053 90., 
closing at 5349c.: du, for September, 304,000 buah- 
els, at 5314gc.Qd4 %¢0., Gloaing at 53 %gc. bid; do., Octo- 
ber, 352,000 bushels, at oto baste closing at 
537%c., do., November, 176,000 bushels, at 53c.@ 
53340.; (against 534c.@535%Qc. yesterday.) closing at 
53%40., and do., December, 80,000 bushels, at 50 +a0., 
closing at 5044c. 

OATS—On continued and decided urgency in the 
local trade requirements and very meagre offerings 
were again advanced, on prompt deliveries, about 

19c, & bushel, closing firmly. with on options, 
though without activity, showing a rise on August 
of *gc., other deliveries uae. | holding their own...- 
Arrivals here gre 04,700 bushels, an 
clearances hence unimportant....Sales reporte 
here of 247,000 bushels, (of which about 
$7,000 bushels for early delivery,) including No. 
1 White, in store and elevator, quoted at 49c.; 
No. 2 White, in store and elevator, about 5,600 
bushels, at 470.@48c., closing at 47 4c.; No. 3 White 
in elevator, at44c.@48c.; No. 2 Oats, to arrive an 
here, in store and elevator, about 9,600 bnahels, at 
39c.@3990., closing at 39%9c. asked; No. 3, in ele- 
vator, at 36¢.@37c.; ungraded White, to arrive and 
here, at 420,@50c —a carload vf fair new Western 
going as high as 50c., anda carload of choice do. av 
60c., and ungraded Mixed at 35c.@40c., as to quality, 
(bulk at 37%40., afloat, for naw—two boatloads, to 
arrive—and 40c., afloat, for old, about 25,000 bush- 
éls.)....And of No. 2 Oats, for August, 55,000 bush- 
els, at 33c.'233 %8c., closing at 3839c.: do., for Septem- 
ber, 50,000 bushels, at °“29%sc.@2919c., closing at 
2942c., and do., October, 45,000 bushels, at 29%c.@ 
297,c., closing at 29%go. bid, 

NAVAL STORES—Resin had more attention and 
ruled perf including Strained to Good Strained 
at $1 02%.@$1 67%, (1,000 Dbbis. sold.).... Spirits 
Turpentine quiet but firm; quoted at 86540. @87c. 

PETROLEU M—Cortificates of Crude Petroleum 
were more active, but quite variable, opening at 
the Cenaelidated Petroleum Exchange at 835, and 
ranging from 82%8@34 9, leaving off at 8344, (against 
83 yesterday.)....At the Stock Exchange, 5 F7.000 
bbls. reported sold within the range of 82%@843%,, 
closing at 834,....Refined Petroleum, in bbis., in 
moderate request, closing here and at near-by ports 
at 753....Refined Petroreum, in cases, at 9% for 
standard brands, (home trade tests as before.).... 
Crude Petroleum, in bbls., at 62.@67%....Naphtha, 
in bbis., at 7c. gallon. 

PROVISIONS—Hog products were more active, 
and again, in instances, strong....PORK was quoted 
steady, on a moderate call in ajobbing way, with 
sales of 225 bbla. of Meas, including new, at $15!25@ 
$15 50 and oldat ¢14 25.... DRESSED HOGs in rather 
more demand at 84c.@8%&c. for city, as to weights 
..--ATTivals at eight interior points, 17,866 head.... 
CUTMRKATS have been lichtly,dealtin at easier figures, 
with Pickled Bellies, 12-Ib., at 934c.@10c., and 10-1. 
at 104c....Western Steain LARD qulet, for early Ae- 
livery, closing at $9 15 bid, (150 tes, soldat $9 15.) 
----And of City Steam Lard 85 tcs. sold at $8 70 
.---And in theoption line Western Steam Lard seid 
to the extent of 5,250 tcs,, and advanced ior the day 
8@10 points, on the deliveries to October, and 4 
points on November and December, closing firmly, 
with August at $9 10, September at 98, October 

November at $8 24, and December at 
Lard continued inactive, with 
for the Continent, $9, and 
25.... BEHF in 
vory slack demand within our range, inclading 


favorite brani 


| extra Indian Meas, in tes., at $12 50@$16, as to 


brands, (the latter for fancy;) extra Mess, in 
bbis., $7@47 50; Family at $9 50; Packet. in bbls. 
at ¢8@$8 50, and, in tes., at $12@$12 50, and 
Plate at $7 50@$7 76....BEuF HAMs inactive; 
quoted here at $15 75@$16 and atthe Wost at $15. 
-.- BUTTER in demand, and choice to fancy quali- 


jos at 19 gc. 2009. ; best State Dairy at 19¢.@19 4c., 


fered more freely anid lower,leading to more activity, 
with best Eastern Factory é a 
sparingly soucht aftor, and weaker Within the range 
of 1649¢.@1849c. for best domestic, and at 18c. for 
Canada.....Of TALLOW 50,000 Ib. outof town solid at 
4%o., with city quoted at 45c.@4%vy., (and a sale ru- 
mored at 4%e.)....Choice city LARD STKARING 
quoted nominal and Western at Lic....OLROMAR- 
GaRINE DTKARINE quoted nominal for domestic, 
(none offering,) and Zereign at 9e0..... OILS neld 
more contidently and in rather more favor, 

SUGARS—Raw held to full prices, with fair re- 
fining Muscovido at 5 5-160.@84sc., and Centrifu- 
gal, 96° test. at 6Yyc.. bat dull here. There were 
three cargoes of Centrifugal, to arrive, cost and 
freight, reported sold at 4%gc....Kefined Sugars in 
good request, within our previous ey 

FREIGHTS—Business was to a fair aggregate 
on berth by the steam lines, and generally at steady 
to firm rates, while tonnage for charter, on a light 
offering and moderate domand, mainly for early 
loading, held its own woll. 


OUTGOING STHAMSHIPS. 





TO-DAY, (FRIDAY) AUG. 17. 


Mails Close. Vessels Sail. 
Miranda, Halifax : 
Beminole, Charleston 


Fernan- 


Alert, St. Mare ‘ 
Ailvena, Hayti............. 9:00 A. M. 
Anchoria, Glasgow 11:30 A. M. 
Barracouta, St. Croix..... 10:00 A. M. 
Bohemia, Hamburg 

City of Columbia, Havana 

City ef New-York, Liver- 


poo 

City ef Savannah, Savan- 
nah 

Comal, Galveston,... 

Ems, Bremen 

George W. Clyde, Cape 
Hay tien 


Louisiana, New-Orleans.. 
Slavonia, Stettin 

Tower Hill, London 

Umbria, Liverpool : . 
Zaandam, Amsterdam.....11;00 A. 


MONDAY, AUG. 20. 


rebate rg he ery 
BEERKER 


Celon, Aspinwall 
TUESDAY, AUG, 
Arizona, Liverpool 
City of Augusta, Savan- 
nah... 
Yemagsee, Charleston 


2 ee er 
ANCOMING sILBAMSHIPS. 
EET ER 
DUE TO-DAY, (FRIDAY,) AUG. 17, 
Egyptiat Monarch, London, Aug. 4. 
Lixeter City, Swansea, Aug. 4. 
Saale, Bremen, Aug. 8. 
BATURDAY, AUG. 13, 
Adriatic, Liverpool, Aug. 8. 
City of Berlin, Liverpool, Aug. 8. 
Leerdam, Rotterdam, Aug. 4. 
Mexico, Havana, Aug. 14, 
Thiogvalia, Christiansand, Aug. 4. 
SUNDAY, AUG. If 
Allianca, Rio Janeiro, July 28. 
Amaryliis, Gibraltar, Aug. 4, 
Aurania, Liverpvol, Aug. 11. 
France, Havre, Aug. 7. 
La Champagne, Havre, Ang. 11. 
Moravia, Havre, Ang. 8. 
Republic, Liverpool, Aug. 9. 
MONDAY, AUG, 20. 
Alvo, Aspinwall, Ang. 7. 
City of Atianta, Havana, Aung. 16. 
Devonia, Glasgow, Aug. 9. 
Fulda, Bremon, Aug. 11. 
TURSDAY, AUG. 21. 


State of Nebraska, Glasgow, Aug. 10. 
Wisconsin, Liverpool, Aug. 11. 





MINIATURE ALMANAO—THIS DAY. 
Bun risos..6:12 | Sun s0ts...6:55 | Moon sets..12:54 
MIGH WATEHR-—THIS DAY. 


A. M. A, M. A, M, 
Bandy H’k...3:42 | Gov. Is’1..3:58| Hell Gate..6:47 
P. M. Pp, P.M. 
Sandy H’k...4:05 | Gov. Is’l..4:26| Hell Gate..6:14 


MARINE INTELLIGENCE. 


oe 


THURSDAY, AUG. 16. 





NEW-YOREK 


f ARRIVED, 


Steamship Waesland, (Belg..) 
érp 1% ds., with mdse, an 
right & Sons. 

Steamship Ligiva, (Hr.,) Lewis, St. Ann's Bay 
and Port Maria? ds., with fruit to EH, Hawkins— 
vessel to W. W. Huribut & Co. 

@ Steamship Barracouta, (Br.,) Hubbard, Grenada 

and Antigua 22 ds., with mdse, and passengers to 

Leaycratt & Co, 

Steamship H. F. Dimock. Eldridge, Boston, with 
mdse. and passengers to H. F. Dimovk, 

Steamship Miranda, (Br.,) Loseman, St. John’s, N. 
F., and alifax, with mdse. and passengers to 
Bowring & Archibald. 

Steamship Wieland, (Ger.,) Albers, Hamburg 11 
ds., via Havre with mdse. and passengers to Kun- 

ardt & Co. 

Steamship Yemassee, Platt, Fornaadina and 
Charleston 4ds., with mdse. and passengers to Wm. 
Olyde & Co. 

Stoamship Old Dominion, Couch, Richmond, Cit 
Point, and Norfolk, with mdse, and passengers to 
Old Dominion Steamship Co, 


WIND—Sunset at Sanily Hook, light, 6. 8S. W., 
hazy; at Oity Island, light, 5. W. 


Buschman, Ant 
passengers to Peter 


+» Clear, 
——2——_—— 


SAILED, 





S| lientiy ane emesis 





ties held to increased firmness, with best Creamer: | 
and beat Western do. at 140.@15%90....CHERSE of- | 


At 84oc.@8%o....£aG8 | 


| George M. Van Hoesen, 
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BY CABLE. 

Lox nom, ou 1¢—7p steamshi 
{nr iburg, Sanat he 5316 4, 
0 stoamahip Aleeia, Fr.,) t. 
for e8, D 


New-York Aug. Teil Tarifa 
to-day, 


The steamship P. Caland, (Dutoh,) Capt. Pots. 
peel PS! jew. York Aug. 1 for kan sterdam, Passed 6 
‘he ateamehip Trinacria, (Br.,) Capt Mitchell, 
ald. from Fiume (Sicily) for New-York Aug. 13. 
e geetmnahtp Pefsian Monarch, (Br.,) Capt. 
Tewte, om London, sld. from Havre for New-York 
ng. 


The steamship Arecuna, (Br.,) eld. from Glasgow 
lor New-York yesterday. 

The steamship Hoxis, (Dan.,) Capt. Thomsen, 
7 Matas Jaly 28, arr. at Copenhagen 

ng. 12. 

The steamship Gothia, (Ger.,) Capt, Franck, from 
New-York July 28, arr. at Stettin Ang. 14, 

The steamship Darwin, (Br.,) from Newport 
News, which arr, at Liverpool Aug. 13, reports that 
on Aug, 8 she tired the abandoned Norwegian bark 
Ornen in lat. 48 N, lon. 30 W. The Ornen ald. from 
Parresborough, N. 5., June 12 tor Garaton. 

SOUTHAMPTON. Aug. 16,—The North German Lloyd 
steamship Lahn, Capt. Helimers, from New-York 
ave. 8, arr. here at 10 P, M. yesterday and proceed- 
ed for Bremen. 

The North German Lloyd Line stecaushitp Trave, 
Oapt. Willigerod, from Bremen, sld. hence for New- 
York at 6 P. M. to-day. ' 

QUEENSTOWK, Aug. 16.—The White Star Line 
steamship Rritannioc, Capt. Parsell, from Liverpool, 

ork at 2 P. M. to-day. 


ald. hence for New- 
FINAN OLAL, 


23 WALL-ST., 
NEW-YORK, Aug. 15, 1888, 
TO THE SECURITY HOLDERS OF THE 


RIGHMOD ti ALLEGRARY BL &. CD 


The Committees for the reorganization of the 
CHESAPEAKE AND OHIO RAILWAY COM- 
PANY and the RICHMOND AND ALLEGHANY 
RAILROAD COMPANY have agreed, subject to 
the approval of the holders of the securities they 
represent, or of those to be issued in place thereof, 
that their respective lines shall be operated in clese 
connection, under a single management, thus form- 
ing a desirable route. short in distance and with as 
favorable grades as any line between the CENTRAL 
WEST and tidewater on the ATLANTIC COAST. 

The agreement contemplates an ultimate transfer 
ef thé railroad of the RICHMOND AND ALLE- 
GHANY COMPANY to the ownership or control of 
the CHESAPEAKE AND OHIO COMPANY, or 
its snocessor. 

Upon the surrender to us of the certificates issued 
by the MERCANTILE TRUST COMPANY, rep- 
resenting stock and bonds of the RICHMOND AND 
ALLEGHANY RAILROAD COMPANY, deposited 
under the existing plan of reorganization, we will 
issue, in exchange therefor, our negotiable receipts 
which entitle the holders thereof, under the agree. 
ment between the two Committees, to new bonds 
and stock when issued, as provided therein. 

The right,to participate therein is conditioned, in 
the case of each hoider desiring so to participate, 
upon his depositing his present certificates with us 
duly indorsed. 

The CHESAPEAKE AND OHIO REORGANI- 
ZATION COMMITTEE reserves the right to limit 
the time within which deposits as above may be 
made with us or to fix penalties on subsequent de- 
posits, and those who wish to participate in the 
pian should therefore deposit their certificates with 
us without delay, the offer to receive them being 
made subject, in all respects, to the control of the 


committee. 

Copies of the Agreement between the two Com- 
mittees, and of circulars relating thereto, and other 
information, may be had on application at our office. 


DREXEL, MORGAN & CO. 
HOLLAND TRUST COMPANY. 


T. NICHOLAS BUILDING, 
NO. 7 WALL-ST., CORNER NEWSST. 
PAID-UP CASH CAPITAL, $500,000. 


Current interest allowed on balances, special rates 
on long-time deposits. 

Deposits subject to checks, as in any bank, or re- 
turnabie at fixed rates. 

Cheoks on this company paid through New-York 
Clearing House. 

Avthorized to act as Executor, Guardian, Trustee, 
Registrar or Transfer Agent for railroad companies 
or states, cities, &c. 

Executes orders for investment securities. 

Will take charge of real estate, and collect rents, 
coupons and dividends, 

TRUSTEES: 


Garret A. Van Allen, John D. Vermeule, 
Warner Van Norden, \John Van Voorhi 
Hoeper C. Van Vorst, W. W. Van Voorhis, 
James R. Van Woert, George W. Van Siclen, 
Cc. Van Nostrani, James Roosevelt. 
John &. Planten, , Augustus Van Wyck, 
Henry W. Bookstavef, J. W. Vanderhorst Kuyt, 
Robert BK. Roosevelt, Henry W. O. Edye, 
Jotham Goodnow, 
William Dowd, George F. Hodgman, 
William Remsen, Peter Wyckoff. 
ROBERT 38. ROOSEVELT, President, 
JCHN D. VERMEULE, Vice-President, 
GEO. W. VAN SICLEN, Secretary. 


Missouri, Kansas and ‘Texas Railway Company 
To the holders of 
GENERAL MORTGAGE 


CONSOLIDATED 
N&W-YORK, culy 2, 1888. 

Since our application to the United Stutes Circuit 
Court in June was sustained, the Missouri Pacitic 
Railway Company has consented to pay taxes, labor 
claims, and operating expenses of the Missouri, 
Kansas and Texas Kailway Company, and wo have 
therefore decided to defer for a short time our mo- 
tion for naming the Receiver. 

Meontime our foreclosures are progressing, and 
bondholders should unite for combined action, send- 
ing names, addresses, amount, and rate of bends to 
one of the undersigned. 

EDWARD D. ADAMS, 

Winslow, Lanier & Co., ]7 Nassan-st. 
WILLIAM L. BULL, 

Kdward Sweet & Co., 38 Broad-st. 
WILLIAM WHITEWRIGHT ‘ 

Union Trust Cy a 71 Broadway. 
WILLIAM MERTENS, 

L, von Hoffmann & Co., 50 Wall-st. 
WILLIAM E. STRONG, 

Work, Strong & Co., 36 Broad-st. 

Third notice. 


Richmond and-Alleghany R. R. Co, 


Holders of stock and bonds of the Richmond and 
Alleghany Railroad Company wishing to avail 
themselves of the benefita of the arrangement re- 
cently entered into between the Reorganization 
Committee of the Chesapeake and Ohio Railway 
Company and of the Richmond and Alleghany Rail- 
road Company, who have not heretefore done so, 
should at once deposit their bonds and steck with 
the MERCANTILE TRUST COMPANY, NO. 120 
BROADWAY, NEW-YORK, and pay the assess- 
ment of $10 per share upon their stock. 

By order of the Committee, 

August 15, 1888. ERWIN DAVIS, Chairman. 


AAR Seatt 
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LENOX INSTITUTE. 
A SUPERIOR COMMERCIAL, 

SCIENTIFIC, AND COLLEGIATE 

DAY SCHOOL FOR BOYS, 

with Primary Department, 

386 Lenex-av., formerly known as 4th-av., 

between 126th and 127th sts., New-York. 
Founded under the auspices of numerous prom 
inent families, whose names appear in the cireular. 
Ten Professors of the highest attainable grade am- 
pores. No lady teachers. Gymnasium. Studeuts 
rom 6 to 20 years of age. School opens 18th Sep- 
tember. Applications received at any time. Cirocu- 
lars sent by mail, 


Miss Peebles and Miss Thompsons 
SCHOOL FOR GIRLS, 
82and 34 East 57th-st., New-York. 


Address until Sept. 1, care of J. Kennedy Tod & 
Co., Bankers, 63 William-st., New-York. 


TRINITY SCHOO 1,517 BROADWAY, 

Founded 1709. Rev. R. Holden, Rector, Under 
Trustees of Prot. Epis. Public School, Rt, Rev. Bishop 
Potter, Pres’t. Prepares for college or business. For 
free benefices apply to Sec’y. Paying pupils received,” 
Further particniars at school. Term begins Sept. 5 


DS. Miss DU VtRNE'’s ABSENCE 
in Eurepe MISS CARRIER will open the 
school formerly under the direction of Miss Du 
Vernet on Oct. 1 at 52 East 30th-st. Until Sept. 15 
address 124 Lexington-av. 


MRS. GALLAHER’S SCHOOL FOR YOUNG 
LADIES, 














51 West Fifty-second-stree 
REOPENS OCT. 8. CIRCULARS. 


OHN MACMULLEN’S SCHOOL ISIN WEST 

155th-st., and his house in West lélst-st., both 
near l0th-av; open Monday, Sept. 17; terms from 
$100 to $240; boarders, $400; circulars at Put. 
nam’s, 27 West 234-st. 


THE MISSES WREAKWS’ 
BOARDING AND DAY SCHOOL FOR GIRLS, 
37 East 68th-st., reopens Oct.1. Applications for 
circulars by letter until Sept. 5. 


ISSES A. AND M. FALCONER PERRIN’S 
Girls’ School; removed to spacious house, 244 
Levuox-av,, New-York; tenth year begins Sept. 27; 
boarding pupils, $600 per year. 
J. H. MORSE’™ SCHOOL FOR BOYS, 
423 ae ee ae * anaes 


REOPENS 
Until Sept. 15. Address Cotuit, Mass. 


AN NORMAN INSTITUTE. (Founded 1857.) 
Home and Day School for Young Ladies, 
Moryan Mansion, Central Park, West, at 62d-st. 
(Reopens Sept. 27.) Mme. Van Norman, Principal. 


PachaRrps BUSINESS COLLEGE AND 
School of Stenography will reopen Tuesday, 
Sept. 4; send for circular. S, 8. PACKARD, Presi- 
dent, 101 Last 24d-st, 


Miss JAUDON’S 
SCHOOL FOR GIRLS, 345 MADISON-AVENUE, 
Will reopen Monday, October 1st. 
Five pupils received into the family. 
NV Iss J. F. MOORE WILL RECEIVE 
boarding and day pupils at her residence, 117 


= 76th-st., Oct. 1. Kindergarten for boys and 
girls. 


HE ONLY UP-TOWN OFFICE OF THE 
TIMES is at 1,269 BROADWAY, between 31st 
and 32d sts. 


: WOUNTRY SCHOOLS, 
STEVENS HIGH SCHOOL. 


THE ACADEMIC DEPARTMENT OF THE B8TE- 
VENS INSTITUTE OF TECHNOLOGY, 
River-st., between 5th and 6th sts., Hoboken, N. J,, 
OPENS SEPT. 12, 1888. 
Examinations for admission on the 10th and 11th of 
Septeniber. 


FULL COURSES OF STUDY PREPARATORY 
TO SCHOOLS OF SOILENCE AND COLLEGES. 
JUNIOR DEPARTMENT, $75 PHR ANNUM. 

SENIOR DEPAKTMENT, $150 PER ANNUM, 
These terms includé all the studies. 

For catalogues apply to the Librarian of Stevens 

Institute. 


MOUNT PLEASANT MILITARY ACADEMY. 






































A select boarding school for boys and young mea 
at Sing Sjng-on- Hudson, N. Y. 

The fifty-seventh year of this well-known school 
will begin Sept. 18. #or circular, references, &o,, 
apply to the Principal, J. HOWE ALLEN, 


ms WARTHMORE COLLEGE 
SWARTHMURRK, PENN, 
OPENS 9TH MONTH, 11TH. Thirty minutes 
from Broad-St. Station, Philadelphia. Under the 
care of Friends. FULL COLLEGE COURSE FOR 
BOTH SEXES. Classical, Scientific, and Literary. 
Also a Manual Trainiug and a Preparatory School. 
Healthful location; large grounds; extensive buaild- 
ings and apparatus. For catalogue and full particu- 
lars adilress KDWARD H. MAGILL, LL. D., Prea’t. 


OSSINING IN=TITUTE, 

Sing Sing-on-the-Hndson, New-York, 
for giris and young women. 21st year begins Sept. 
19. Beautiful for situation. Best advantages in 
art and music. Christian culture. Thorough and 
advanced literary work. ..cademic course fits for 
college. peices rns course prepares for degree of A. 
B. at Columbia College. 58. M. Van Vieck, A. M.; 
E. B. Snerrard. 


MISS E, ELIZABETH DANA 


Reopens the Seminary for Young Ladies at Morris- 
town, N. J.. sept. 19. Thorough instruction in 
English, French, *nd German, music and art. 
Grounds ample for iecreation. Climate of Morris- 
town unsurpassed. Terms: Boarding pupils, $500. 
Circulars on application. 


KTTS ACADEMY, STAMFUKD, CONN., 
combines 50 years’ experience with the best 
modern methods, and otfers rare advantages to 
parents seeking a school of heaithtul lecation, 
where their boys will recoive thorongh individual 
instruction, home influences and comforts, careful 
attention to health and aro training. 
Address WM. J. BETTS, M. A., (Yale,) Principal. 


ST. AUSTIN’S SCHOUL, 
(Incorporated,) New-Briahton, 8. L, N. Y. 
A church school of the highest class for boys. 

Terms 6500. Eightresident Masters from Brown, 
Columbia, London, Oxtord, Cambridge, Dublin, and 
Cassel. Apply to Rev. ALFRED G. MORTIMER, 
B. D., Rector. 


Rees AsP COLLEGE, NYACK-ON-THE- 
HUDSON, N. Y.—8$250 per year; preparatory 
tor males; college for ladies; redern builaings; suc- 
cessful work; year opens Sept. 17. Catalogues of 
W. H. BANNISTER, A. M., 
Principal. 


yarne INSTITUTE, TARRKYTOWN-ON- 
HUDSON, offers unusual advantages to parents 
seeking the best instruction for their boys. A home 
school with refined surroundings. Address A. 
ARMAGNAC, Ph. D. 


VY HALL SEMINARY--FOR YOUNG LA- 
dies. BRIDGETON, N. J. 28th year begins Sept. 
1¥. Best advantages at moderate rates. Music, 
Art, ancient and Modern Languages. Gradusting 
courses. Heaithtul. Physical culture. Address 
REV. HENKY RE#VES, Ph. D., Principal. 





























KOUNTZE BROTHERS, 


BANKERS, 


120 Broadway, (Equitabie Building,) 
New-York, 
Draw biils on the Union Bank ot Lendon, , 
Ninke cable transfe 


| Yasue LETTER of OREDIT and CIRCULAR 


NUTES for the use of travelers avaiiabie in 
all parts of the Werld. 


BROWN BROTHERS & CO. 
NO 59 WALL-8ST, 
ISSUB COMMERCIAL AND TRAVELERS 


CREDITS AVAILABLE IN PaRTS OF 
THE WOELD. 


BTeEsy RAILWAY BONDS, 
PAYING 6 PER CHNT. AND OVER, A SPE- 
OCIALTY. ROSMAN & QUICK, 
Members New-Yora Stock Exchange, 
72 and 74 Broadway, New-York. 


W ANTED—4 COMPETENT MAN, CON- 
trolling capital, to take Presidency of a trust 











company now organizing in a prominent Southern 
city. Address G., Box, 3,105, city. 
Sate 


DIVIDENDS. 


OANADIAN PACIFIC RAILWAY COMPANY. 
DIVIDEND NOTICE, 


The half-yearly dividend upon the capital stock of 
this company at the rate of three (3) per cent. per 
annum, secured under agreement with the Govern- 
ment of the Dominion of Canada, will be patd on 
Aug. 17 next to stockholders of record on that date. 

Warrants for this dividend payable at fee eney 
of the Bank of Montreal, 6 all-at., New-York, 
will be delivered on and after Aug. 17 at that 

enoy, to stockholders who are registered on the 

ontreal or New-York Registers. 

Warrants of European shareholders, who are on 
the London Register, will be payable ia sterling, at 
the rate of four shillings aud one penny palf-pepny 
oe 19d.) per dollar, less income tax, at the Ban of 

ontreal, 32 Abohurch-lane, Londou, and will be de- 
livered on or about the same date at tue office of the 
company, 88 Cannon-st,, London, Englan 

The transfer books of the company will be closed 
in Londen at 3 o’olock. P. M., en FRIDAY, J 18, 
and in Mo ¥ and New-York at the same hour 
on THU RS AY, July 26, and will be reopened at 
lu o’olock on SATU ~ ep the 18th August next. 

By order of the boar 

4 CHARLES DRINKWATER, Seoretary. 
OFFICE OF THE SECRETARY, MONTREAL, July 3, 1588. 


FFICE HOMESTAKE MINING COM. 
pany, Mills Building, 15 Broad-st. New-Yor! 
Aug. 18. 1888.—DIVIDEND NO, 121.—Tne regular 
monthly dividend—TWENTY CENTS per share— 
has been declared for July, payable at the office of 
the company, San Franoisco,or at the Transfer 
gency in Now-York on the 25th inst. Transfer 
S close on the 20th inet. 
LOUNSBERY & CO., Transfer Agents. 
SAG Un em RNIN NR 


Hor 


ELEOTIONS. 


NEw- Yo A 16, 1888. 
Hy, ADOURMED,, AEWA MEESIOS 
8 6 
PUMPING NGINE COMPANY for the on 
ot Trus for the ensuing. will be the 
way, a6 11 























Oo., Penn. 








ENNINGTON SEMINARY, N. J,—THOS. 

HANLON, D. D., President; commended by Dr. 
McCosh: excels in health, discipline, home com- 
forts, and scholarship; $250 covers all expenses and 
extras but art and music; catalogue very beautiful 
and complete, 





Dr. HOLBROORK’S 
MILITARY SCHOOL, 
SING SING, N. Y., 
Reopens Thursday evening. Sept. 13. Address 
Kev. D. A. HOLBROOK, Ph. D. 


d ki BRYANT SCHOOL, ROSLYN, L. I.. 
N. ¥.—An incorporated school of the highest 
class for boys; Engitsh, classical, commercial, mili- 


tary. , 
GEO. BRUCE OCORTELYOU, Priacipal. 


TSA MISSES VINTON’S SCHOOL FOR 
GIRLS, POMFRET CENTRE, CONN. will 
reopen Thursday, Sept, 27. Number innited. For 
circulars address the MISSES VINTON. 


4IGLAR’S PREPAKATORY SCHVUOL, NEW- 
S burg, N. Y,—Twenty-sixth year will begin Sept. 
17, 1888. For circulars, &c. address HENRY W. 
SIGLAR, Principal. 


ECTORY SCHOOL, HAMDEN, CONN.— 

For boys: $300, $350; home iutluences; thorough 
acbool system; extensive grounds, gymnasium, &c. 
Address Rev. H, L. HVEREST, M, A., Rector. 


<7. JOHN'S SCHOOL, SING SING, N. ¥. 

TPO RECKENRIDGE GIBSON D, Do 
poe = twentieth school year will begin Sept. 
18, 1886. A 


Hexwe INSTITUTE, TARRYTOWN, N. Y.— 
A boarding and day school for young ladles and 
lise .= A will reopen Sept. 18. Miss M,. W. MET- 
ALF, Prin. : 


IGHLAND SEMINAR Y.—BOARDING AND 
Day School for young ladies and children. Pupils 
Be ared tor oe Reopens on 20. rs. 
ENTZ, Principal, Sing Sing, N, Y. 

REEHOLD (KN, J.) AINSTITUTE, 45TH 
Year.—Prepares for business and for the best 

colleges; backward boys taught privately. 
Rey, 4. G, CHAMB A. M, Principal. 


T. AGNES’S n0e ALBANY, N. Y. 
Sina the direction ot Mien? ko Vo. Doane, 
8.T.D., LL.D. Advent term ins cout —— 
For ciroulars address ST. AGN Es’S oo 


BARTLETT’S (FORMERLY MISS 
Mites ome and Day School for Young Ladies, 
33 -8t,, New-Haven, Conn.. willopen Sept. 25. 
Circulars sent on application. 


Unies HALL SEMINAR Y,JAMAICA,LONG 
Island, for young ladies and sg | aapeee 
Sept. 19. Miss ANNA P. TOWNSEND, Principal. 


HE MISSES ANABLE’S BOARDING AND 
Day School for Youn es will reopen Sept, 
26, at 66 Bayard-st., New- Brunswick, N. J. 


AZARETH HALL, MORAVIAN BOARD- 


ing school fer Boys at Nazareth, Northampton 
Reopens.Sept. 12. 


TEACHERS. 
A Ag MT TE RE 


Sees a yoo a 
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1HR REAL ESTATE MARKRT. 


No business in the auction line was trans- 
noted at the Exchange and Auction Room, yes- 
terday, Thursday, Aug, 16, 

To-day’s Aviction, 

By Richard. V. Harmett & Oo., foreclosure 
sale, Edward G. Delaney, Esq., Referee, of the 
four-story brick dwelling, wit lot 32 by 100.5, 


21 bast 69th-st, north side, 95 feet Tess of 
Madison-ay, 


ho oo on we name arent reac eamamneenet mmm 
CITY REAL ESTATE. 


ARGAIN.— THREE-STORY HIGH-STOOP 

brownstone, 18x50—100; cabinet trim; 163 to 
165 West 92d, near station; opposite New Trinity 
areh others; all prices. STEVENS, Qth-av. 
an A 


A NOMBER OF LARGE, SMALL, AND 
medium-sized houses on and adjoining oth, Mad. 
ison, and Park e% at eres pees a rents. 


106 hananaeo or 668 Bth-av. 


65 vax EAST YSTH.—A NEW FOUR-STORY 
basement and dining-room extension cabinet- 
house; must be sold. Call and examine. 
ANSON SQUIRES. 


OOUNTRY LEAL ESTATE. 


VILLA, SITES FOR SALE 
Bensonhurst, 


owt ba Bera Ah 


BATH BEAC L I. 
WITHIN 45 Sod Sana UTES OF NEW-YORK. 


am BL Ae ye ~ Ens egy ened 
8 eee and gra wai 
Seen, Cs i, trip del B. R. B 
Te . nal hour, 


Detal via B. B. and W. 
h new ferry from the Battery 
Bro one can appreciate the advantages of this 
roperty. = lately developed. without seeing it. 
Phe vit tes offered adjoin lots sold at auction 
qe acd JERE. JOHN 














property. © 


30. 000 ACRES OF LAND IN WESTERN 
MARYLAND.—As agent for Gen. Jo- 
h R. Anderson I offer for sale his large and valu- 
ab e domain in Garrett Oounty, Maryland, twelve 
miles each side of the Baltimore and Ohio Railroad, 
and reaching within two miles of the Summer re- 
sort, Deer Park: soil rich, well watered. and in 
timber of virgin wth. Exclusive of saw lumber, 
this estate is estimated te yield half a age | 

choice railroad ties; also an immense quantit 
emjock tan bark. For ticu: > 

HARLES M. MILLER, Agent, 

Swanton, Garrett County, Maryland. 


REAL ESTATE AT AUCTION, 
~ SEASIDE. PROPERTY. 


Will By i OR AL + 9 of _ Alt 


FAR ROCKAWAY 


ON Sawoseat. AUG, 18, ¥, Ee 
at 2:30 P. M., on the premises, Sale is 
or shine. Plots contain from 6 to 12 


streets through this ‘en are han ae t “ 
raced and graded, with h pretty gtass- 
walks, and lighted win street lamps. 


with cedar fences. Fine still-water Ri 
premises. Absolately healthy = anrep 
ocean breezes. The property is situa 
minutes’ walk from the lroad _—- within five 
the main highway and Jamaica Bay, at totorgeaze 
— arenes, inthe villageot FAR 
ronounced the pees desirable property ta ia 
ailthe akawaye. Deli ligi tfally situated for all 
roemene. pinee and further particulars at hea 
KIN W, J 8 real estate office, Far Rockaway, 
and at the eines of Jon N F, 5. Ske? auction- 
eor, 69 Liberty-st,, New-York C 
UMMER TIME TABLE bh . RAILROAD. 
ve Long Island Vie for Far “Rockaway—6 :50, 
208, 10:05, 11:00 A. M., 1:05, 3:30, 4:00, 6:00, 6:30, 
:06, 7:00, 8: 0, 1: 10 P, M., 12:20 night. Sundays 
1:00 A. M., 1:35, 2: uo, 3:00, 4: S 
50, 3150 0 P. M’ Leave Fiatbusb-av.. 
Brooklyn, 5 to 10 minutes earlier, Express trains 
across the bay in 30 ee ar Leave Long Island 
City —7 :35, 9:35 A. M., 245 P.M. sun. 
days only—10:85 A, M., 1: ab 3:45, 6:45, 9:20 P. M> 
me 


OITY HOUSES TO LET. 


UNFURNISHE 


YHOICE PRIVATE HOUSES ‘EAR MY 
and Park, $800 to $2,000; large variot 
fate, i to $60. J. W. STEVENS. 9th-av. and 934. 


PPER PART OF PRIVATE HOUSE TO 
let, with owner. 117 East 115th-st. 




















CITY FLATS TO LET. 


UNFURNISHED, 
FEW CHOICE APARTMENTS TO LET IN 


THE MONTAGUE, 








TEN MINUTES FROM WALL-STREET. 
108 and 105 Montague-st., Brooklyn, situated on 
Brooklyn Heights, near Wall-Street Ferry,- over- 
looking the Bay and harbor; within 15 minutes of 
the Stock Exchange and Produce Exchange; ocon- 
structed of _—? and rods) with frout stairs of 
marble and iron, and amiree of slat and dpony 
wll walls and beams seorieen with Lyon's paten 
fire-proof blocks and mieten; _piambing pertect; 
steam heat and vlevators; stained giass and decora- 


For accessibility, 1ocation, com- | 


gance unsurpassed in New- — 
or Brooklyn. Rents from $1,000 t to $1, yan 
ary ply to CHRIS HKIBSBER, 
TON E, owner, 32 Liberty-st., Now-York. 


COZY SINGLE FLAT TO LET ON 
fourth floor; seven rooms and bath; all light; 
halls heated; decorated to suit tenant; janitor in 
attendance; rent, $34; ownor on premises. 169 
West 83d-st. 








THE PEROIVAL, 

230 Weat 42d-st,, near Broadway; suites, with bath 
and toilet, at reduced rates untii October; Ameri- 
can plan of table d’hote. 

ASHINGTON HEIGHTS, — ELEGANT 

apartments; allimprovements; six roome and 
bathroom; only $17 per month, H.'w. BADGLEY, 
72 Wall-st. and 10th-av. and isoth Bt. 


Te RENT—IN THE PRINCETON APART- 
ment, 828 West 87th-st., from 2 t. na Sock i] 


rooms, and carpets for sale. Address 
Office Box 90. 

LATS IN ALL LOCATIONS AT MODER.- 
ate rents. 
PORTER & CO., 77 East 125th-st. 


OOUNTRY HOUSES TO LET. 


FURNISHED, 


$ 1.4.00 icgnieat hook NT, FURNISHED, A DB- 


ouse iok 70 Main-st., Orange; 
10 rooms; gas, water, yar ace fruit and 
shade. Apply W.. 18 Cortiandt-ot, 




















SITUATIONS WANTED. 


FEMALES, 
THE UP-TOWN OFFICE OF THE TIMES. 


The ONLY up-tewn office of THE TIMES is at 
1,269. Breadway. Open daily, Sundays included, 
from 4A, M.to9 P.M. Subsecriptionsreceived and 
copies of 














THE TIMES for sale. 
ADVERTISEMENTS RECGHIVED UNTILOP. M. 
Ce AMBERMAI AP oR WalTRESS.—B 

German ge Rs if 


and ob 
dress £)7 Oakanret’ 





a@young 
ty reter- 
ence. —_ or Greenpoint, 


Long I 


Cook — er thorough English a understands 
all branches of fine pastry, creams, 
&o.; city or country; best city ciherenen. Address 

8. H., Box 346 Times Up-town Office, 1,269 Broad. 





=o 


OOK AND LAUNDRESS.—By a pat reed 
young woman; family cook and laundress 
city or country; city reference. Call at 401 West 

41st-st., first floor. 


C OOK.—Ry first-class cook in private family; no 
engi six years’ bestreference, Call at 241 
“av, 


OOK.—By a oompetent young woman as good 
cook; assist in washing; city or country; best 
city reference. Call at 123 West 83d-st., one flight. 


AY’S WORK.—A respectable widow in need of 
work will go out by the or cleaning, weshing, 
tronin ng, oF take ithome. Callfor twe days, at 325 


West 41st-st.; ring once 

He rl as houseworker; good cook and laundress; 

g referencts; city or country. Call at 599 7th- 
v., near 4lst-st., over laundry; no cards. 


OUSEWORK.—By a young girl to do general 
housework. Call at 837 Kast 35th-st. 


iF UNDRESS.—By 2 young woman as first-class 
laundress in private family; can doa large wash; 
city or countiy; first-class ojty reference. Oali at 
6438 2d-av., first floor. 


NUEBSE._ By educated Englishwoman under- 
standing thoronghiy the care and instruction of 
children and excellent seamstress as nurse er lady’s 
maid te go to Vaucouver, B. C., California, er elec- 
where; experienced traveler. A Mrs. A. 
Graves, Bux 617 Times Uptiewn Oliice, 1,269 
Broadway. 


N2 E.—By a North German kindergartnerin, 

éerienced in the care of children and fine 
n eworker, aS nursery governess, maid, or nurse; 
excellont reference given. Address A. D., Box $47 
Times: Up-town Office, 1,266 Broadway. 

















USEWORK.—By North German Protestant 














.ton, Bethlehem, a ar lg Manch Chunk, 


SITUATIONS WANTED, 


MALES. 


Cer ACHMAN—NURSERY OVE RNESS— 
oh married couple desire situations in Be 
vate family; the man as goaghmed or useful ma 
and his wife as nursery ore understandg 
pee ane and German; city or country; pees city 
references. Address A. Ik, Shox $49 Times Up-town 
Office, 1,269 Broadway. 


OACHMAN AND GROOM,—Sin 

ly understands his business; driver; care 
ef horses, carr: tira harness, and saddle horses 
oity or country; Tirat-clasa city reference; nseful 
man in country place. Callor address J, Q:,.3 
16th-st., priva' Rtable. 


OACHMAN,—By respectable young married 
man; understands care of horses, carriages, har- 
ess; good careful city driver; gover, honest, re- 
inblo, waren years’ reference from present em- 
are, all or address, tor two oa John, 108 
80th-st., present employers’ 8 ®. 


AGREE —By first-olass “aie man: city or 

country ; Moret ghly. ex rienced in oare of 
horses, rote pe and harness; careful driver; can 
milk, Gare lawn, Bowers, and ‘be generally useful; 
temperate and reliable; satisfactory references. 
Address M. I., Box 205 Times Office. 


CPpece MAN.—By a Swede; 80 years of age; 

derstands shoroaxhiy care of gentleman’s hrst- 

class estadlishment an ae horses if required; 

strictly temperate, as recomme engatien wil 

specity : country apierrs  Adivone N.N., Box 40 
imes Up-town Office, 1,269 Broadway. 


OACHMAN.—By asingle man; thoroughly un- 

derstands the proper care and treatment of 
horses and — 98; Competent, reliable; willing 
and obliging; groom; careful driver; city or 
country; very a references. Address Jonn, Box 
270 Times U p-town Oifice, 1,269 Broadway. 


OACHMAN.—By a competent, reliable, sin ae 
; Protestant; = oroughly understands t 
care of horses, harness, Carrie es; good Teare. 
ful driver; nunders mia stakine © re of garden and 
lawn; oan milk an my) otherwise useful; ey 
recommended. ‘Adavees R. O., Box 193 Times O 


OACHMAN AND GROOM.—By single man; 
city or country; thoroughly capable and effi- 
cient; nine years’ ci setetante from one family; 


- 2 pmployer lg Poe read; just disengaged. Call 


OACHMAN,-—Bya single young man; under- 

stands his business in every menyrets good refer- 

a city or country; willing and obliging. Ad- 
dress Francis, 333 Kast 23d-st., harness store. 


CPAcHM aN AND GROOM.—In city or country; 
/by aaingle man; will be recommended in the 
most gatiafactory manner by late and tormer employ- 
ers, Address Coachman, 35 East Oth-st. 


IREMAN.—By young man as fireman; city or 
country; or bell boy in hotel; good reference, 
Call at 127 West 32d-st. Thomas Mickle. 


ARDENER.—By a good, practical gardener, who 
will be generally useful. Address Gardener, Box 
193 Times Office. 


ROOM OR BECOND.—In gentleman’s private 

stable; understands his business in all its 
branches; willing to make himself generally useful; 
best personal city reference. Address D. H., Box 
850 Times Up-town Ottice, 1.269 Broadway. 


ROOM.—By a young man as groom; can milk 

and make himself —, useful; city or 
country; best city reference. Address P., 191 
Times Office. 


ECOND MAN.—By a young Englishman as 
WJsecond man in a family; New-York refer- 
ence. Address W. 1 University- place. 


AITER OR USEFUL MAN.—By a young 
American; neat i first-class at 
either. Address Usefal, 263 Kast 125th-st. 


j | tae ONLY UP-TOWN OFFICE OF THE 
TIMES is at 1,269 BROADWAY, between 31st 
and 524 sts. 


HELP WANTED. 


FEMALES, 
A YOUNG PERSON OF EITHER 8EX FOR 
the Mail Order Department of a retail house; 
one who writes well, is correct at figures, and lives 
within the linauts of this city desire Address A. 
B. O., Box 115 Times Office. 











le; thorough. 
























































MALES. 


OACHMAN.—Wanted, a first-class single man, 
in the country. Address, stating references 
and full particulars, C. P. M., Box 175 Times Office. 


VA/ ANTED—Immediately, single man who has 

worked in commercial places to come as second 
man, who understands rose. stewing and making up 
cut flowers; must come well recommended. Apply 
to Ammackassin Rosaries, North Broadway, Yonk- 
ers, 


WastED—y corporation city canvassers of 
good address; full commissions paid. Apply, 
with’ references, to ADVERTISER, Box 348 nimes 
U p-town Office, 1,269 Broadway. 


WY ANzeD—& useful man on a country place: 
Scotchman who can milk preferred. Address, 
with all particulars, C. P. M., Box 175 Times Office, 


HE ONLY UP-TOWN OFFICE OF THE 
TIMES 1s at 1,269 BROADWAY, between 31st 
and 32d sts. 























RAILROADS. 


ENTRA ATLE OAD 0 ¥ NEW-JEGSEY, 
FOOT 0 fA RY-sT., ORT RIVER, 
Time table of Ju iy 
For PHILADNLP AL A an lett “ Bound 
Brook Route,” at 4, 7:45, 9, 11.A. M., 1:80, 3:16, 4, 
6:30, 0, 7:80, 12'P.M. SUNDAYS at 8:45 A. M., 6:30, 


1a aie leaving at 4, 7:45, 11 A. M., 1:3u, 4, 5:30, 
7:30, 12 P. M., have Connection for "Reading, Har. 
risburg, Pottsville, a&oc.; 4 A. M. for Kaston, Beth- 
i Mauch Chunk, Reading, Harris. 

urg, &c. 

6: M. for Sake Hopatcong, Easton, Bethle- 
aS “Allentow 

Vs for Yiemington, Easton, Bethlehem. 
Ri Ft Mauch Chank. 

8:30 A. M, for Flemington, Lake Hopatcong, Fam 
ilkes- 
barre, Scranton, Reading, Harrisburg. Pottsville, 
Tamaqna, Siaaetin Sunbury, Lewisburg, Will- 
iamsport. 

1 P.M. for Flemiagton, Easton, Bethlehem, Allen- 
town, Mauch Chunk, Reading, Harrisburg, dc. 

3.45 P.M. for Easton, Bethlehem, Allentown, 
Mauch Chunk, Wilkesbarre, Scranton, ‘famaqua, 
Shamokin. 

4:30 P, M. for Flemingten, Lake Hopatcong, Eas- 
ton, Bethlehem, Allentown, Be. 
a :00 and 6:30 P. M. for Somerville and Fleming: 

5:45 P, M, for Easton, Bethlehem, Allentown, 
Mauch Chunk, Reading, Hatrisburg, &@c. On Sun- 
days at 5:30 P. M. 


, Sx 36. P30, 11:15 A, M., 1:30, 2 <0, 3:80, 4. 4:30, 
5:30, 6:15 P, Ms Sundays, 9:00 A. M., 4:00 P. 
for Ted Bank: sun Branch, (hétary * So Ovean 
Grove, exce € Sune 2) ,) Point Pleasan Parlor cars 
s 8:15, 9:30, 6 A. M,, 1:30, 3:30, 4:30, 5:30 


4, 8: 16 A :80,4:30 P.M. for Farmingdaa, 
LAREWOOD. pe ne ta al Toms River, Barnegat. 


4 OR :30 P. M. for Beach Haven, ATLANTIC 
«0 "Vinelgnd, ch eUE 


11h, @ 10:80, 11:15 A. M., 1:30, 
2: 80, 4, 4: 36, 5:06, 6:30, B16 P, M. Sundays, 9 A: 
.4 P.M. for Petth Am 


boy. 
Mor MONMOUTH: PARK RACES on Tpeniars. 
ret he ‘= fotumiaye, 8:15, 9:30, 11:16 
12:15, 1 Parlor car train 1gbo P.M. 
bY iOOK ROUT 
For LONG Shay H, OCEAN GROVE &e., 
FROM PIER 8 N. R. 


For Highland Beach, Beobright. 
and Long Branch, 4:30, 8:00, 9:00, 11:00 A. M. 
1:00, 9:46; 4:30, 5:30 P.M. Sundays, 9:30, 11:06 


For Riberon, Asbiiry Park, Ocean Grove, &c., 8:00, 
9:00, 11: M., 1:00 3:46, 4:30, 6:3 OP. M. 

For At salle Av iighland 4:30, 9:00 Ae M., (1:00 
Satara a .) 3:45, 4:30, 6:30 P 

For MO TH PARK Racks 4 Tuesdays, 
Thu aeaduy a geod epetenceya, 3:00, 9:00, 11:00 A. M., 


14:15, 1: 
R » ae River, and Barnegat, 4:30, 
: , 1:00, 3:46 P. M. 
Tick pts on and Parlor Car seats can be procured at 
yf fis. $1, 944, 1,140, 1,823 Broader: 737 6th- 
8 


onmouth Beach, 


av., 264 West 1¥6th-st., 132 Kast t., New- 
York; 4 Court-st, 860 Fulton-st., 98 Broadway, 


po Transfer Company will call for and 
check baggage trom hotel or residence. 


NEW-YORK, ONTARIO AND WESTERN R’Y 

AF re leave from ferries at West 42d and Jay sts. 
as follows 

Wost 42d, 7:50 A. M.. Joy-st., 7:35 A. M., for Mid- 
Gerowa Falisburg, Monticello, Liberty, Walton, 

i, Norwich, U ica, Rome, Oneida, ulton, Os- 
an . Buffalo, Detroit, Chicago. 
est 424, 9:10 A. M., Jay-st., 8:55 A. M., for 
Wallkill Valley stations, Lakes "Mohonk, Mines. 
waska, Middletown, Ellenville, Fallsburg, Liberty, 
White Lake. 

West 42d, 4:10 P. M., Jay-st., 3:55 P. M., for Wall- 
kill Valley stations, Lakes Mohonk, Minnewaska, 
Middletown, Bloomingburg, Ellenville, Mt. Dale, 
Monticello. Falisburg, Liberty, White Lake, Rook- 


land, 

West 42d, 6:25 P. M., Jay- 6:10 P. M., daily,” 
for Middletown, Fallsburg, he mth Walton, Nor: 
wich, Oneid swe o, Suspension ridge, Detroit, 
Chicago, St. uffet sleepers to Niagara Falls 
Reclining chair car free to aig 

mepeesng Mat tetitar, Weat 4 716 P. M., 
et . M., for 
B —_ 


Liberty, 
Del 





Jay- 
Vampball Mal Middletown, 
rg, Ellenviile, Fallsburg, Monticello, 
hite Lake, Livingston Walton, 


Puliman drawing room seats and berths reserved 
at 807 Broady: Time tables, tickets, d&c., at 207 
307, 944, 1,82 “Broadway, 737 6th-av., 134 East 
125th-st., 264 be a 125th-st., New- (3 rk. 

J. O. ANDERSON, P, 
18 on versenenB New. a vere, 


ERIE RAILWAY. 
=e trains leave Chambers.-st. 
at as follows: 
9A. M. daily, Day Express, buffet 
troviog’ room coaches to_Buifaio; 
Pullman sleeping coaches Hornelis- 
ville to Cincinnati and Cleveland. 
10:30 A. M., week days, Delaware 
vee? Express, eg car to King- 
hamton, Owego, Elmira, an ornin 
OP M. daily. “Chicago and St. Louis Limited,” a 
solid Pullman train of day and buffet sleepi ing 
coaches to Buffalo, Niagara Falls, Cleveland, Ch 
cago, a and St. Louis; no extra charge tor 
ones tim 
9 P. M, daily, Chicago Express, Pullman buffet 
8. coaches to Binghamtoa, pat EKlimira, 
Rother r, Buffalo, Cincinnati, and C. Ca Ke 
~ For local trains see time tables in Coker oftces. 
W.J. MURPHY, Gen’! Supt. L. Pp. FARMER.G.P.A, 


anor, 








AITRESS.—By competent waitroas; can givo 

good reference. Call, two days, at 355 6bth-av. « 
Wraseix G.—By hand labor and open gis poh dK] 

yoor laundry work of all kinds will look better 
and Wear longer than if cremated by ‘acids and ma 
ehinery; work by eee. or pty good reference. 
Address M. KB, Gordon, 604 7th-av, 


Weenne 8, first-class laundres 
familiew washbi 


to tormer anquest home: Ko out | 
sone ‘ 
- address Mrs. ever ia West sist Slate 


= 
— MALES 








Yay 











Se 





na ~ ‘Te 

BY) GRR. NEW-BAVED, AND, BART: 

New. Haven 0 or Fa inte beyond at 6:01, Oat. 7:01, 
Mi (White 


Hie, aio whee *3, ts 1208 ‘ 102 bo. 38: Be Tol, ‘01 4; Be 


gy, si 81) i, train 1 et 004, Mt Hy 
te ty rh As Toso. 11:88 P. ae 
* oulare seo t 


8 08,"s 0, 6:84 
nese 


olen x LINE ALT RAIL ROUTE.—FOR 
( the Bast. Hxpressa leaves 
. M. and 1:00 P, 
ier, Newport. 
Limited Ex to 
ton; 11: . P.M 





~ RAILROADS. 


Eseaey 


EXOURSIONS 


BOARDING AND Loperne. | 


* A 





AND U iat srAnne 3 wate ROUTE, 
resitbloete ew-York, via Desbrosses and Cort- 
lanat Street Ferries, as follows: 

Harrisburg, Pitteburg, and tho Ween with Pull- 
man ogy are, hs M., 63:30, (Din. 
hae Sak, daily, y. An ie vor and 

hica; aited ¥4 Parior, Dining, smokin DE, f and 
yt eep eatibuled Cars at 9:00 * oe s3.4 wy. 

Williamsport, Lock Haven, 9:00 
Corry and Erle ats P. M,, Ae oA aR & A 
for Titusviile and the Oil Regions. 

Fer Lebanon, 9:00 A. M., 3:20 P. M., and 12:15 


yor Wartinewn:; Phonixyile Pottstown, and — 
5 0, and 4:00 P. 2} 


ing, 11:00 A. M,, 1:00, 2:0: 
Senate 6:15 and 10, 100 


ur Senin, "8,00 P. M. 
* Limited 


A. 
Baltimore, Washington, and the South, 
Washin 
00 P-M., and daily, with Dining Cor, at 3:40 
cs 0 
, and 1 Se 
oy & n 
Mapa t and 2:00 Be 
k days. 
aenoas 7 via Rahway and Amboy, $:30,7:10, and 
ate, . and 5:00 P, M., (do not stop at Asbury 
For ola Point and Norfolk, via ew. ¥ oak, Ph mpgnre 
hia, and Norfolk Railroad, 8:00 P. daily; via 
aitimore and Bay. Line, 4:30 P. M. He 4 days, 
Boats of “Brooklyn Annex” connect with an 


through trains at Jersey City, atfording a speedy 
and direct transfer for Brooklyn travel. 


FOR PHILADELPHIA. 


Express trains leave New-York, via Desbrosses and 
Cortlandt gttses Ferries, as folluws: 
:20, 7:20, 9, (9 Chicago Limited, with Dining 
a tt % Washi 


ngton Kxpress” of P {aa Parlor Cars 
~orne yee ss 9:12 P, M.; 
$00 x M., 4:80 and 9:00 5 ng 
© May, 1:00 P. M, week days. 
i 20, 10 12;00 noon, 2 or Srio, (3:40 Limfted, 


say Pe Sunday, 10 A. M,; arrive Washing- 
00, and 8:8 
For Atlantic Sity. 11:10 A. 
Long ranch, Bay Head Junction, ang intermodiate 
18 4 aud 73:00 P.M. On Sunday, 7:16 an 





sod, 330, :30, 
(s Bnd 19:15 night. _ Acoommedation, 


7:00 P. M 
Trains gitey 


New- ea daily, ry oxoent Gpnday, at 
%:00, 9, > ae vee A. M., and 

A. kt. 7:00 P. x iy "pabhars connect = 

Trenton 1 aoe Camden, 

Ticket Offices, Nos. 1, 435, 849, and 944 Broad. 
way.1 Astor House, and foot of Desbrosses and 
Cortlandt sts.; 4 Court-st. and Brooklyn Annex 
Station, footof Fulton-st., Brooklyn; Station, Jér- 
sey wits Emigrant T feket Office, Castle Garden, 

The New-York Transfer Company will caflfor and 
cheek ck hegnage from from hotels and residences, 

kK. WOOD, 
General Pass’r Agent. 


NEW-YORK OENTRAL AND 
HUDSON RIVER RAILROAD. 


GREAT FOUR-TRACK TRUNK LINE 
On and after July 14 trains leave 
GRAND CENTRAL STATION, 
Lar, wy and finest passenger station in America. 
*$8: A. M,, Rochester Express, drawing room 
cars to fe Troy, and Syracuse, 

9:00 A. M,, Saratoga, Lake George, and Montreal. 
Special drawing room cars to Saratoga, Caldwell, 
yon George, Plattsburg, and Montreal; also, to St. 
Albans. 

9:00 A. M., for Adirondack Mountains, Luzerne, 
North Creek, Schroon Lake, ‘Blue Mountain Lake, 
&o. Drawing room car to § 

"9:50 A. M., FAMOUS VESTI ULE CHICAGO 
AND ST. LOUIS LIMITED, composed exclusively 
of buffet stacking oar, fining car, drawing room and 
eleoping carfor Albany, tica, Syracuse, Roches- 

uffalo, Niagara F AY Erie, Cleveland, Iadian- 
apolls an apd Toledo, arriv ing at Chicago at 9:50 A. 
Louis, 4 . M. next day. Connects at 

Aldany for Cooperstown. 

410:30 A. M,, Npleage iixpress for Niagara Falls, 
Toronto, Cleveland, Sincinnati, Indianapolis, De- 
troit, and Chicago; also, for Saratoga, Cooperstown, 

and North Adams; drawing room cars to Canan- 
daigua, Rocnester, and Richfield Springs. 

$11:30 A, M., Western New-York and Northern 
Express for Saratoga, Lake George, Rutland, Ben- 
ningtou, North Adams, &c. Drawing room cars to 
ey and Saratoga. 

2:00 P. M., Saratoga ete Runs on paeaneays 
"atriviig Saratoga 6:35 P. M. Caidwell 8:10 

Drawing room cars and ‘puifet smoking cars 


“Benceat Secanans. 





onl 
ae 


3730 P. M., Saratoga and Utica special, with draw- 
ing room vars to Albany, ‘l'roy, and Saratoga. Runs 
sayough ts to Lake George on Saturd, . Janay © 

. M., accommodation to A and Troy. 
Connects for Williamstown, North ‘ad ms, and in- 
termediate points on Fitchpurg Railroad. 

*t6 P. M., fast Chioago Cincinnati, and St. Louis 
Fralis Buitalo, Suspension 
Ladleine steamers, ) and 
Cleveland, Otnvinnnt Indianapolis, St. uis, De- 
troit, and Chicago, with sleeping and dining cars. 

t*6 P. M., for Clayton daily, including Sunday, 
for Paul Smith’s daily, except Saturday. Through 
sleeping cars to Ae hy and Paul Smith’s, via Utica 


Express for Niagara 
Bridge, Toronto, (via 


and R., W. ana 

*$6: 30 P. M., Montreal and Canandaigua homnrens. 
daty. Sleeping cars to Plattsburg and Mentreai, 
via Rouse’s Point and via St, Albans; ‘also to Syra. 
cuse and Canandaigua daily except sunday. Supday 
train does not run west of Albany. 

*t6:30 P. M., for Adirondack Mountains, Lake 
Chazy, Tg Mountain, Loon Lake, Saranao,- Paul 
Smit. c., Via Plattsburg and Chateaugay Rail- 
Toad; aies to Luzerne, North Creek, Schroon Laka, 
Blue Mountain Lake, c., Via Saratoga and Adiron- 
dack Railroad. Sleeping cars New-York to Platts- 
burg and North Creek. 

9 P. M., special sleeper, arrives Rochester 7:40 A. 
M., Buffalo 9:35 A M., and Cleveland 1:25 P. M. 

*H11 330 PF. Mi, Fast Night kxpress i Richfield 
Springs, Rochester, Butfalo, Niagara F > Serene, 
Cleveland, Cinciunati, Ind{anapolis, St. Louis, De- 
troit, and Chicago, with sleeping cars. sleeping 
cars to Canandaigua on Sundays only. 

12 a Adirondack Mountain Special, for 
Saratoga, Lake Georgo, Platteburg, Loon Lake, 
Saranac Lake, Paul Smith’s, &., also for Sharon 
Springs, Coo oe and Kichfield springs. Sleep- 
ing cars to Albany. 

lokets and space in drawing room and mooring 
cars on sale at Grand Central Station, 413, 785, an 


West 125th-st, and 
$33 Washington and 730 Fulton st., Brooklyn, and 
79 4th-st., Williamsburg. 
Westcott’s Express calls for and checks baggage 
from hotels and residences. 
=Run daily; others daily except Sunday. {Stop at 
138th-st. station to take up passengers for Nosh 


— West. 
HENRY MONETT, 


8ath-st. station, New-York; 


J. M. TOUCEY, 
General Superintendent. General Passenger Agent. 


EST SHORE RAILROAD, 
N.Y. 0. & R. R. R. Co., Lessoe. 

Trains leave Weer iea. street station, New-York, 
as follows, and 40 minutes earlier trom foot Jay-st, 
North Rivort 

Detroit and Chicago, By A. M., *6:00, *8:16 P. 

st. Louis, *6:00, *8 P. M. 

Syracuse, bg 8 dd A, i nG.00. "8:16 Bridge, 

~ are tees us *0:65 A, P.M, 
Utica, 3:1 5, 211:30 A. M., *6:00, *8: aS BM 

yineheca Ssaugérties, Catskill, Albany, 3: 15, 
*7:15, *9:65, a11:80 A. M., 64:00, *6:00, *8:15 P. 

Cranston,s, West Point, Cornwall, Newburg, 3:15 
*7:16, 10:05, *10:15, all: ty = 84:00, *4:10, 6:1 
*8:15,.8 P. M., and 9:00 A. *M., and 3:45 oa 

6:00 P, rie Cranston’s, Oncnwall, yg | 

For Montreal and Canada East, *B:0 

Hamilton, London, *0:55 A oe 00, Ka: 15 P.M. 
Toronto, {9:56 A. M., t6 700, Ag: Mb 

Klegaut sleeping care tor Butfalo, , a Falls, 
Detroit, Chicago, and st. Louis, 

Saratoga Special, 11:30 A. M., 83:45 P. M. Draw- 
ing room oars through to Saratoga. 

ake George, 211:80 A. M. Prev ing room cars to 

Yaldwell. Saturdays only, 83:45 P. M. 

Lakes Mohonk and Bipnewsska, via New-Paltz, 
9:00, a11:30 A. M., 3:45 P. M. Drawing room cars 
to on on 9: :00, all:30 A. M., 83:45 P. M. 
trains 

Kaaterskill, Hunter, Grand Hotel re 4 _ 
Phonicia, 3:15, 9:00, a11:30 A. M., 88:4 
Drawing room cats to Grand Hotel duase enh _A 
Phenicia, (for Hotel Kaaterskill and Mountaio 
House,) on 8:00, a11:30 A. M, and 8:46 P. M. trains. 

ante Oairo, and Mountain House Station, 

115, 7:15, 9:00, 11:30 A, M., 3:46 P. M. Draw: 
Ng room Cars to Catskill on 11:30 A. M. and 3:46 
P. M. trains, 

*Daily. tDaily except Saturdays. re ge trains 
daily except yey 4 28 leave Jersey City, P. R. R. 
Station, al1:20 A. , 83:30 P, M.; obokea, West 
Shore Station, all 30 A. M., 83:30 P. M. 

For tickets, time tables, or information apply at 
offices: Brooklyn, 333 W ‘ashington- st.. 730-Fulton- 
st.. Annex office, foot of Fulton-st. ; New-York City, 
368 and 942 Broadway, 15844 Bowery, 12 Park- 
place, and West Shore Stations, foot of Jest 42d-st. 
and foet of Jay-st., North Kiver, 

Westcott’s “Express calls tor and checks baggage 
trom hotels and residences. Cc. E. LAMBERT, 

General Passenger Agent, 5 Vanderbilt-av., N. Y. 








Wells F & 
Co's aa hx. 





Shippers, 


LEBHIGH VALLEY RAILROAD. 
PASSENGER TRAINS leave foot of Cortlandt 
or Desbrosses st, as follows: 
6:50 A. M. for Catasauquaand intermediate points. 
8 A. M. for Geneva, Lyons, Elmira, Rochester, 
Buftaio, and the West, and principal local points, 
bes 4 car Yd Hinira, 





1 P. M. for Tunkhannock and intermediate points. 
Chair car to Tunkhannock. Connection to Reading 
and Harrisburg. 

3:40 P, M., Pittston and tfncinel is intermediate 
points. Chair car to L. and B. Junctio 

6:40 P. M. tor Maucn Ohunk and intermediate 
points. Connection to Suara and Harrisburg. 
Chair car to Mauch Cha 

7:00 P. M. for Genéva, ge Elmira, Rechester, 
Buffalo, and the West, Pullman slee worets to Lyons. 

8:16 P.M. for Laury’s and ingore a Poms. 

Trains leaving ats A. M., . M., and 3:40 P. M, 
conlecs at all points in Mahanoy and Hazleton coal 


TOO DAY TRAINS—8 A. M. for Mauch Chunk, 
— Ph and intermediate points. 
45 P. M. tor Coplay and intermediate points. 
q: :90 P. M. tor Geneva, Ente Hinmira, Rochester, 
Buffalo, and the West. Pullman aleepere to Lyons. 
GENERALEASTERN OF FION, 235 BROADWAY 


EW-YORK AND Lane BRANCH RAIL- 


ROAD. 
For Red Bank, Long Branch, Ocean Grove, As- 
bury Park, Ocean Beach, spring Lake, Point Pleas- 
an 


ME GING, JULY 1 1888. 
TRAINS ¢ _ foot OF LIB- 


cen i et re ont +130, 


b Dees K 
Be Pel: oaks 


eat oe a. 








*Denotes. x trains. 
Fus BLODGETT Superintendent 
WR, woop 4 H. P. BALDWIN, 





| Gen. Pas. Pee bah PB Me GE ACR RM, 


PENNSYLVANIA RAILBOAD. 


agton ar a »)and 11:00 A. 


942 Broadway, 14 Park-place, 1 Battery- place, 62° 





iis 7 FOR ati 


VIA 
New-York ons pew Ragen 


New-York, ad 4 Haven and Se gp at Roads, 
Leave NEW-YO © A. M., *8 P, 11:30 P. M. 
Arrive Pi met 30 Pp. M., me M., TA. M. 

rior Cars on Day ains. 


Pullman Sleeping Cars on Night Trains. 


eee M. daily, including Sundays. 
ér trains daily except Sundays. 
sleepin car accommodations can be secured at 
Sewer ofiices, 337 Broadway and Grand Central 
epo ‘ 


Hodson River by Daylight. 
NEWYORK AND ALBANY, | 


AILY,. (except Sundays.) 
Leave Reackinn Fulton-st. (by Annex)..8:00 A. ft. 
New-York, Vestry-st. Pier 8:40 

“ Now-York, West 22d-at. Pict 9: bos 
for ALBANY, landing at West Point, Newbnrg, 
Poughkeepsie, Rhinebeck, Catskill, and oe 
Returning, leave Alban 

A tine BAND attached to each gaa 

CONNECTIONS 

WEST POINT, NEWBU RG. and POUGH- 
KEEPSIE, with down day boat, 

RHIN EBEOK, by ferry with Ulster and Del. R. 
R., for gore Of the Catskills. 

Cat mh Laka ® ecial trains on the Catskill Mt. R.R. 

SON, th Boston and Albany R. R. for 

Chatham, pittstietd, &o. 

ALBANY, with N. Y. Central and H. R. R. R. for 
Ution NIAGARA FALLS, Buffalo, and the West; 
with Boston and Albany RK. R, and Fitohbarg R. 
for Boston, with D, and H, Co.’s K. R, for Montreal 
and the North, and with SPECIAL TRAINS TO 
AND BROM SARATOGA, 

The New-York Transfer Co. will cali for and 
check baggage from hotels and residences, 


Fett RIVER LINE,—FOR BOSTON, NEW- 
PORT, FALL RIVER, PROV IDENOK, and all 
Eastern points. 
DOUBLE et PAAy Arr am 
FOR THE SUOMM%: SEASON. 
Four steamers in commission—PILGRIM, 
BRISTOL, PROVIDENCE, and OLD COLONY. 
Splendid orchestra attached to each vessel. 

Leave New-York from Pier 28 N. &., (old No.,) 
foot of epsray.e6. as follows 

6:30 P. M or Fall River ‘airect, connecting for 
Boston, Fitchburg, New-Bedford, Martha’s Vine. 

_ + gypemamacate and local points on Ola Colony 

ilroad. 

6:15 P. M._—For Newport and Fall River, due 
Newport about 5:46; Fall River, 7 A. M., connect- 
ing with express trains and through cars for Bos. 
ton, Cape Cod, Lowell, the White oan &o. 

SUN AYS, leave New-York at 5: 30 P.M. for all 
points. Returning leave Boston 7 P. M. 

Connection by wy 6 boat daily from Brooklyn, 5 
P. Mz; ref City, 4 P. ey Tickets and staereom 
may be obtalned in N. Y. at 207, 261, 711, 944, 957 
and 1,823 Broadway; aed West 125th. a and 13 
East 126th-st.; 153 Bowery, Astor House, and Wind- 
sor Hotel; Line Otiice, Pier 28 N. R., and on steamers. 
Geo, L. Connor, G. P. A. Borden & Lovell, Agts. 


PROVID ENCE LINE 


BOSTON, PROVIDENG E, WORCESTER, 
All Northorn and Eastern points, and the j 
¢ s3 teal 7 J 
HIT# MOUNTAINS. 
Steamers RHODE ISLAND and MASSACHU- 
SETTS leave Pier 29 N. R., foot Warren-st., at 5:30 
P. M., connecting with through express trains for 
Boston, leaving steamer at 6 A. , arriving Boston 
6 A. M., and for White Mountain points ab 
6:10. A. M. Through Parlor Oars. Reeves'’s renowed 
orchestra on each steamer, Baggage cheoked by 
Weatcott’s Express Co. from residence to desti 
tion. Tickets and staterooms secured 207, 257, 261, 
$47, 397, 421, 957 Broadway, Astor Honse, Coamo- 
politan and Windsor Hotels, and all offices of West- 
cotf’s Express Co. in New- York or ‘oe andro Send 
forBummer exoursion book with rates . routes to 
0. H. BRIGGS, R. BABC 
Gen. Pas. Agt. Asst.Gen. Pass. Agt., P. .. Tes, 011, 


RONDOUT, oR AND 
CATSKILL MOUNTAINS, 

Landing at Sranaieke 3, bey Point) Cornwa 
Newburg, Marlhoro, ba Poughkeepsie, ap 
Esopus, connecting with Ulster d Delawa 
Stony Cove, Catskill Mountain, and Kaaterskil 
Railroads. Steamers City of Kingston and James 
W. Baldwin leave a 4 week day at4 P. M., pier 
foot of Harrison-&t., N except Satard en 
City of Kingston leaves at 1 P. M., landip, only ad 
Newburg and Pougnkeopale, By hay ape- 
cial train ies all RESORTS Git 
THH CATSKILL MOUNTAINS, Leaves Ron- 
= t sunday nights at 11 o’clock on arrival of spe- 

fast train from Lig mountains, arriving at New- 
ork Monday, 6 A 


N&En Po LINE, FOR BOSTON, WOKCES- 
we Port White Monntelng, Direct route 
Now Lenton, orwich, Watch Hill, and Block 
Teiand. Steamers leave Pior 40 (old number) North 
River, foot of Watts-st., Pry pier above Desbrosses- 
t. Ferry,) daily, Sundays excepted, at 6:30 P. M. 
his line has unegualed faotlities, for haudling and 
distributing troight throughout New-Englani. One 
steamer each way daily, except Sunday, exclusive! 
for freight. Tickets and staterooms secured at 207, 
261, 837, 897, 967 Broadway, 10 and 12 Green wich- 
at., Bow ery. In Brooklyn, 4 Oourt-st., 383 
Washington-st., and 331 Fulton-st,; at Pier 40 North 
River, and on steamers, G. W. BRADY, Agent, 
Westcott’s Express Company will cali for and 
check baggage trom hotels and residences. 


CS TPRINSTOR L LINE FOR NARRAGANSETT 
PIER, WATCH HILL, PROVIDENCE, WOR- 
CESTER, and points nor th and east via Providence 
and Worcester. 4Yteamers leave from New Pier 36 N 
, one block above Canal-st., at 5 P. M. daily ex- 
cept Sunday. Through Parlor ‘Car Reclining Chairs, 
between 8 éamer’s landing and “ Narragansett’ 
without extra charge. Baggage checked from resi- 
dence to destination by Wescott’s Express Co. 
Tickets and staterooms on sale at 207, 257, 261, 847, 
397, 421, 957 Broadway, Astor House, ‘Cosmopolitan 
and Windsor Hotels, all oifices Wescott BhibGs. Co. 
y.R. BABCOCK O. H. " 
Ag 





MAES A 


























wae Gen. Pass. “Agt. ye Pass. 


ALBANY BOATS—PEOPLE’S LINE. 

Steamers DREW and DEAN RICHMOND leave 
Pier 41 North River, foot of Canal-st., at 6 P. M. 
daily, Sundays excepted. Leave Brooklyn, via 
Annex, at 5 P. M., making direct connections at 
Albany for all points east and west; also, with 7 A, 
M. ecial express for SARATOGA, LAKE 
GO! Gi, LAKE PLACID, SARANAC LAKE, 
PAUL SMITH’S, and all points north, arriving 
same day. Tickets and baggage checked to deati- 
nation, Freight received until the hour of de 
parture, 


ROVIDENCE LINEW—FOR PROVIDENCE 

direct; reigh’ department steamers leave Pier 
29 fold) North iver, foot of Warren-st, dajly at 
5:80 P.M., (Sundays excepted,) fur Providénée, 
Hoston, Lowéll, Lawrende, ie = Manchestor, 
Clinton, Fitchburg, Worcesieér, Portland, and all 
New-Kngland points. Connect with Boston an 
Providence, Providence and Worcester, Boston an 
Maine, Boston and Lowell, Fitchburg and Concord 
Railroads. Insured ills of lading given. For rates 
and information apply to 
ISAAC ODELL, 4 gent, P. 0. Box 2,959, New-York. 


TO NEW-HAVEN, Y5c. 
EXCURSION, (GOOD 6 DAYS,) $l 26. 

Steamers ©. H. Northam and Continental jeare 
Peek-slip, iw 25 K. H, 3P. M. and 
(Sandays, PB. M.,) connecting 4 at New- ine 
with ys. inl train for EN, Hartford, 
Springtiold, Holyoke, &o. Throagh tickets sold and 
baggage checked at 944 Broadway, New-York, and 
4 Court-st., Brooklyn. 


A —TROY BOATS, LIGHTED THROUGH. 
eout by electric lights, connect with special ex- 
ress trains for sSuratoga, Lake Georg oul 
mith’s, Lake Placid, all Adirondack and other 
og on Delaware and Hudson or Fitchburg Rail- 
wa Steamer Satatoga or City of Troy leaves Pier 
44 N. R., foot Christopher-st,, daily, except Satur. 
day, 6 P.M. Sunday steamer touches at Albany. 


ATSHILY MOUNTAINS, The Old gute. 
QUICKEST, CHEAPEST, AND BEST. 

CATSKILL EVENING LINE. Steamers KAAT- 

a tee oa and CATSKILL leave every week day 

at 6 P. M. from foot of Jay-st., N. R., connecting 

with Catekill Mountain and Cairo Railroad. For 

a of houses, rates, &c. — to pier or addresa W. 
J. HUGHES, Catskill, N. Y 


ODPUN, yeas ORT, AND peungares 

HIL A. teamer 
THOMAS | ou aNUs ANS. Pier Ru. voot of Har. 
rison-st., R., at 6 P. M., on Mondays, Wednes- 
days, and iritiye: through without landing; pas- 
seuger accommodations 5 excelled, and special for 
norses and carriages. EK. J, HAMILTON, on pier. 


ARY POWELL, FOR CRANSTON’sS, WEST 

Point, Cornwall, Newburg, New-Hamburg, Mil. 
om. Poughkeepsie, Hyde Park, Rondout, and ‘ings: 
ton. ety? | weok day at Vestry-st., 3:15, and West 
223d-st., 3:30 P. M., excepting Saturdays, when she 
leaves one hour earlier. 


HUDSON AND COXSACKIE. 
ELEGANT nid eae R KAATERSKILLE leaves 
from foot Jay-st., N. R., every TOKSDAY, THURS. 
DAY, and SATU RDAY at 6 P. M., connecting with 
Boston and Albany RK. R. Wheeler Powell, Manager. 


Tek ONLY UP-TOWN OFFICE OF THE 
TIMES is at 1,269 BROADWAY, between 8lst 
and 32d sts. 






































HOTBSLS. 
HOTEL ST. MARC, 


Sth-av. and 3Oth-st. 


Onthe American plan; location for family trade is 
Unsurpassed; cuisine ‘and attendance will be the 


very bes 
= J. A. NUTTER, 


THE SHERWOOD, 


531 nt eee ee = 44TH-ST. 


E 
A QUIE HOTEL ont athe MERICAN PLAN, 
ELEGA APALEM ES Ts pours oe Rheetive 
GEO. MURRAY, Proprietor. 


ANSION HOUSE BROOKLY) EiIGHTS, 
directly opposite Wall-st, N Liat ry our min- 
tea’ walk from Wall-st. and Palvon Ferries and tae 
ridge; superior accommodations; reasonable rates; 
select family and transieat hotel; 200 rooms. _ 


AUCTION SALES. 


ALE OF A FLUATING DERRICK.—NAVY 

Department, Washington, D, C,, Aug. I3, 1888.— 
The Navy Department will offer for sale at public 
auction at the United States Navy Yard, ow tam. 
on esday, Sept, 19, 1888, at 3 o'clock M., th 
wooden floating derrick’ formerly used By. the 2 Stem 
Foginee ering Department of the Navy Yard. 

riok willbe 80 sold as it lies on the day of the sala, 
aoa May be examined at any time previous to the 
day of the sale upon apytices ou to the Commandant 
of the yard, who will exhibit to persons desiring to 
bid an inventory of such articles as may be sold 
with the derrick, bee oA per cent. of the purchase 
yueney. —_ be de at the time of the. sale and 
poe pe e on Ad Shen the sale is ved we 
y the de 

in 10 day ‘ne 


Oe eeaie ka tinedick to Rapeearen 
cea 














the hed of & opeh ooh T ation. tne 


ak seg 


Y, 
of the Navy. 





THE ONLY boats landing at the Ocean Plers at 
CONEY ISLAND and LONG BRANCH 


Time table fer Comes, Ialand: 
yRom ef gt 23D-ST., N. Ae ri 10,11 A 
12 M., 1, 1:46, 9:80, 8:16, 4:20, ind oP. a 
FROM. Pinit (NEW) Now ry: —(Battery- 
place station elevated ORME at half an heer later. 


es ORY HANS SRS tt ete 


ne ees pat boat from Coney Slane lands at Pier 
nly. 
FARD TO "OUREY aL ANP AND RETURN, 


TIME TABLE FOR LONG BRANCH: 
¥ om. WEST 23D &T., N. R.—9:30 A. M, and 


38 
EROM PIER (NEW) NO. 1N. R.—10 A. M. and 


LEAVE OORAN PIERS 128 P. M. and 6:15 

wiry Theat po boat from Long Branch ijands at Plier 
FARE TO LONG BRANCH AND RETURN, 

75 CORNTS; SINGLE FARE, 5v CENTS. 

Exoursion tickets to Conc sland and Lon 
Branvoh sold at all down-track stations eleva 
roads, with free transfer between South Ferry and 
Battery-place for 2d and 34 av. passengers. 


America’s Da Dey 
Summer Res 
Perfectiontn every 
Getail, rare plan 
magnificent oliag 
nature’s choices 
flowers. A world of 
attractive 
£ affording unlimited 
ea facilities for a sum- 





° rfum, sere Fish and 
ea monste ° 

Grand Consent dali 
Superior Dinners a 4 
carta Wi 
nenad 6 


Klei: 
outechiand oo a 

ng, Boating, Fishin, 
ee Billiards. . 

TIME TABLE—STEAMERS LEAVE 
N. R., foot Cortlandt St., 8.45, 9 45,10,.45 4. M., 12,00 

1s Wharf, Brooklyn, 9.00, 10.00, 11, 06 

A. 4., 12.18, 1.45, 2.45, 8.45 P.M. 82d Street, East River, 9.80 
ioe, i1.80 A. M., 12.48,'2.15, 3.18, 415, 645 P.M. RETURNING 

—Leave Glen Island alraost hou: y until 8P, M. 
EXCURSION TICKETS, 40. EXTRA BOATS SUNDAYS, 


SEA BEACH ROUTE 
FOR CONEY ISLAND. 


SHORTEST, CHEAPEST, AND BEST 


to West Brightonand Brighton Beach Hotel and 
Race Track, Seidl’s Concerts, and Thayer’s 
Pyrorama. 


Boats leave Whitehall-at. terminus of the elevated 
Toads at 7:10, (sundays 8:10,) 8:10, 9:10, and half. 
hourly (Sunda 3 every 20 minutes) thereafter until 
10:40 P. M. eturning, leave Coney Tole rat 7: 22, 
8:22, 912%, 10:22, and half-hourly unti 12 P.M 

Exoursion tickots, 4U cents, (for sale at “elevated 
ps good to return by the BRIGHTON 

CH RAILROAD on paymentof difference of 








ay 

Passengers are admitted FREE to the marvolons 
water display, NIAGARA, and the Exposition, and 
4 exclusive contract AT REDUCED RATES 
ayer’s fireworks show, 


“TAKING OF NEW-ORLEANS,” 


MANHATTAN BEACH. 


TRAINS LEAVE FOOT E. 34TH-ST., N. Y. 

(6: 79 daily axespe Sunday,) $:30, 10:20, 11:20 A, 

2:20, 1:20, (1:60 Stundays only,) and halt 
ebay ‘frpta 2 2; 3 


'P. M. to 9:20 P. M. and 8:40 P. M 
ST. ees og ~ all clevatod soak 
ae ye trom 716 A. M. to 1 
from 1 Aye 


0 A. M.; half hourly 
M,. to 9:10 pt "M.; Sundays hourly 
trom 9: ty A. to 9;10 P. M, 
Excursion tickets tor ha at all down-track sta- 
tions of Elevated Railroads. 


oer CONCERTS att Aprrnes. ang ° demas 
aE =s GRE 


SL ON.” 


gee WEST POINT), 











Grand Daily Excureion (exc opt Sundays) by the 
fast and elegant 7 Line Steamers, 
EW-YOKK AND ALRANY. 

n, Fulton.st., (by Annex)...8: me A. M. 
ork, Vestry-st. Pier 

a S. ‘York, Weat 22d-6t. Pier : 

Excursionists will have threa hours at West Point, 
one hour and three-quarters at Newburg, or connect 
with down boat at le he Retaraing, 
reach New-York 5:30; Brooklyn 

A fine ORCHESTRA attached to aaah Hoot 


SPECIAL EXCURSIONS 
BY THE ERIE 


From a 





rO 

SHOHGOLA GLEN, 
! Special train are Cc pre at. 
station 10 A. M.; 23d. 9:56, 
GREENWOOD LAKE, 

(Warwick Woodlands.) 

Special train leaves Chambers-st, 
station 10 A. M.and 2 P, M.; 
23d-st.,9:55 A.M. and 1:55 P.M. 


( SHOHOLA GLEN. 
WEDNESDAY, | Special train teaves Chambers-st. 
station 10 A. M.; 23d-st,, 9:55. 

AUG. 4 GREENWOOD LAKE, 
i (Warwick Woodlands.) 
22. Special train leaves Chambers-st. 
station 9:20 A, M.; 23d-sat., 9:10. 
$1 for round trip; weals, 50c. 


BOWERY BAY BEACH, 


The most beautiful and popular en 4 ey od 
Resort, only 26 minutes’ sail from New-York. Ao- 
oessible elogant steamboats HOURLY from 
pation Pier Kast 130th-st. and 3¢-av., from 9 A. 

, directly to Grand Pier, Bowery Bay 
PAG a 150.; éxocursion, 20c.; children, be. 
excursion, 10c.; also, by horse railroad from 24-st, 
(Astorta) ferry from 6 A. M. till midnt e Fare, 106. 

BAVE DAILY,E.R., .. Broome-st. 
v0 :0and 2: 30; 23d-at,11 AM..$ Pat: ae trip, 25c 


LONG BEACH. 


= FOOT EAST 34TH-ST., N. Y., DAILY. 
40, 7:60, 9:50, tg M.; 12:60, 1:50, 3:50, 
4:00, 6160, *6 60, 8150 M, 
BUND AY, 8:10, 9:40, 10:40 A. M.; 1:20, *2, 
2: 7 o, "8:60, 4:80, 7, *3:10 P. M 
to Long Beach a those marked * 
canes with Marine Kallway for POINT LOO 


SUNDAY, 
AUG. 
19. 














AIL AROUND STATEN ISLAND EVERY 
WODAY. TICKETS, 40 UENTS. CHILDREN, 16 
CHENTS, Tron steamer MORGAN panes Green- 

oint, foot of Kent-st., 1 P, M.; 23d-st, EH, R. 1: 

P.M: Grand-st., 1: 1:80) Bridge Pier, Brooklyn, 1:43 


returning by 
DELIGHT FU EXCURSION, GOOD SEA AIR, 
SATURDAYS and SUNDAYS one hour later 
G0 MILES ON LONG ISLAND SOUND,— 

Grand Satar afternooh excursion. COLD 
SPRINGS, HUNTING:ION, and OYSTER BAY. 
Steamboat "HENRY 5. BISHOP rer eo 27 ra 
R. at 2:30 P. M., foot 3lat-st. KE. R. at 5 P.M. 
suratee. arrives in N. ¥. about 9 P. x ‘Sacasiaees 
tickets, 60c,. 





THE TURF. 


BRIGa BEACH RACK ay Ace 
CIAL Ai fRACTIO 
Bat BDAY G. 18, 1888. 
A GRAND 

60-MILE FOOT RACE 

the championship of the world. 

GUERRERO to beat the WORLD'S RECORD for 
ry Q00, & successful.) 
UERREKO, 

Champion 12. nee: AN 25-mile ruuner of America, 
Champion 48-hour runner of the world, 
WILL jot he 60 MILES, 
Accompanied by 
PE TER HEGELMAN, 
champion 25-mile runner of America. Hegelman 
will run the - 25 miles against Guerrero, and 
will then be relieved by 

ETHER GOLDEN, 
ex-amateur o_ cham . who will run the 
SK on? 86 MILE 
$1,000 TO BE Giv FOR BREAKING THE 
ORLD’S RECORD BS ae 
BRIGHTON BEACH RACING Nemec 
ADMISSION, 60 CE 
Race to commence at 180 1 P. “M. 


BRIGHTON a JEL RAOE 
MONDAY, babecututas 921 ,» AND PRIDAY THIS 


Races commence at 2:30. 
KO. ENGEMAN, President. 
JAMES McGOWAN, eaiectary. 


Xu 0. ouT a PARK RACES, LONG 
SRA H, —vory Toceday. Thursday, 
ae MR ah ‘until Tuesday, g. 24, commeucing 
at 38 , Gopten B- sz tf) Ng Liberty Bt. t tere 
8:15, 9:30, 11:16 A. M., 12:15, 1 fas 
EARL 30 R. RB. Cortlanc . ‘ad 
sore 310, 9:10, 11:80 A. 12:30 P. 
‘on Sat days oe oa gta via Sand 
Hise tome toot of Bioterne. §:00, 9:00, 
11:00 A. M., 12:15, 1:00 P. M ee P ira round trip, in: 
cluding admission to fiela, $1 5 
CosTER, Seo’y. A.J, OASSATT, Pres’. 


YONKERS KACING ASSOCIATION, 


RACING 
TUESDAY, THURSDAY, and SATURDAY. 


Sixth and Ninth aregte elevated direct to track. 
GEOKGE H, LOWERRE, Pres. 
RANDOLPH Lewes. seo, 


PROPOSALS. 


ROPOSALS. FOR MISCELLANEOUS 
bi nh ne aoe a the Quarter 7 Uv. ik 
. Ang. 


isea Seal ealed mepoesl ee igate, subject to the 
eeu condistowe. pag be teas at this office until 











Deabroases 8Us, 
2:00 M 














THE UP-TOWN OFFICE OF THE TIMES. 


office of THE TIMES is 
are DS pon daily, @uncaye inoiuded, 
TIMES for sale, 


THE 
peomcinindsss Ee RECEIVED t UNTILOP. M. 


TH-AV@e 353, CORN KR 34TH.—FRONT 
rooms, secon oe . fourth fleors, with 
erate. 


board, Terms m 
TBR-AV., 536.— ELEGANT SUITES OF 
a artmone, Wes or without private table; su- 


perlor rooms gontiemen. 


94 3:20.8T.—BEAUTIFUL ROOMS, 
‘with 6? Without beard: abundauce of water on 
every floor; references exchanged. 


$8 a G0TH-ST,, NEAR CENTRAL 
Par. as 4 and third floors, with first-class 
board; teferences. 


63 WE 55TH-ST.—HANDSOMELY-FUR. 
nished rooms, with superior board; moderate 
terms; references, 


142 MADISON-AV., BETWEEN 31ST AND 
32d sts.—Handsome double and single rooms, 
with board; references, 


144 MADISON-AV.—ELEGANT SUITES 
and single rooms; unusually excellent board; 
permanent or transient, 


158 MADISON AV., NEAR 33D-8ST.—ELE- 
gant at 6 and hall rooms; private baths; 
superior eferences. 


HE oeratos 135 WEST 418ST.ST.—AT- 
tractive rooms for gentlemen; apartments for 
families; parlor dining room. 


FURNISHED ROOMS. 


go FLOOR; HANDSOMELY FURNISHED 
pa ay single rooms; references exchanged. 74 West 
th-st 


34TH-sT.. 143 WEST.—FOR RENT, HAND. 
sowely-furnished large and small rooms; new 
house and new furniture; board optional; 
ences, 


34 WEST 32D-ST.—LARGE, 
connecting reoms 
board; private house. 


4 TH-ST., 160 WEST.—HANDSOMELY- 
furnished rooms for gentlemen, with breakfast 


it desired. 
ROOMS W WAN TED. 
ANTED — BY GEN GENTLEMAN, WHO Is 
frequently away, bedroom, with communicating 
bathroom, with sole use of latter; must be in house 
with mo other lodgers; situate between 4th and 7th 
avs,, 10th and 34th sts.; will be taken permanently 
if rent lew and everything satisfactory; no meals 
required; no boarding house need apply. P. T. O., 
Post Offics Box 1,677. 



































reter- 





PLEASANT, 
for gentlemen, without 

















— 


SHIPPING. 


WHITE STAR I LINE. 
ROYAL AND UNITED STATES MAIL STEAM- 
ERS FOR QUENSTOWN AND LIVERPOOL 
*ADRIATIC,Capt. CAMERON, Wed., — tee 
*KREPUBLIO, Capt. DAVISON, Sat., Au 
BRITANNIG, Capt. PARSKLL, Ww. aug. 2 
CELTIC, Capt. IRVING, Wed. Sept. 5 
From White Star Dock, foot of Wost 10th-st. 

RATES—saloon, $50, $60, $80, and $100; return 
tickets on favorable terms. Steerage from or to the 
old country, $20. *A limited number of second 
cabin passengers carried on the steamers. Rates, 
$85; excursion, $65. For inspection of plans or other 
information apply to eg 1 ’s office, No. 41 Broad- 
way, New-York. CE ISMAY, Agent. 


HE STATE STEAMSHIP LINE, 
eminan NEW-YORK, GLASGOW, AND 
ELFAST, (LARNK, ) 
with through tlekets at reduced — to Liverpool, 
Lendon, Dublin, 
STATE OF NEVADA, aredeee ‘Aug. 23,7 A. M. 
STATE OF NEBRASKA, Thurs., Aug. 30, 11 A. M. 
Cabin passage, $95 to $50, according to location of 
stateroom. Excursien tickets. $65 to $90. Steer- 
age tickets to and frem all parts of Europe at lowest 
rates. From pier foot of Canal-st., North River, 
For Rey si anid ory i apply to 
BALD N & CU., General Agents, 
Steerage Oftice, 21 B’way. 63 Broadway, New- York. 


SHORT LINE TO LONDON, 
NORDDEUTSCHER LLOYD MAIL S 
NEW-YORK, SOUTHAMPTON, BREMEN, 
Steamers sail from pier foot of 2d-st., Hoboken. 
. EXPRESS STEAMERS. 
Ems, Sat.,Aug. 18, 3 P. M.;Trave, W.,Aug.29,11A.M, 
Saale, Weil. Aug, 22,6.4.M. Elbe, Bat., Sept. 1,1P. M. 
Fulda, Sat, Aug. 26,8 A.M.|Lahn Wed. Sept. 6, 5 A.M. 
From NEW-YORK to “LONDON, HAVKE, BREM.- 
EN. lst cabin, $76 and upward per berth, accord- 
ing to location; 2d cabin, $50 per berth; steerage at 
lowest rates. 
OE LRICHS & Co., 2 Bowling Green. 


ANCHOR LINE, 


NEW-YORK AND LIVERPOOL 
8.8. CITY OF ROME sails Wed., Sept. 5,3 P. M., 
and ‘ge Be a jVednesday thereafter. 
Cabin, ye re Secont-class, $30. 
GoW A LONDON DERRY. 
pore, oo 1s, 3 P. M.|Circassia, Sept. 1,1 P. M. 
Devonia, "Aux. 25, BA MIF urnessia, Sept. 8,7 A.M. 
ming F $ ngy eg PASGOW, DEKRY, LIVER- 
or BELFAST: Cabit, $45 and $365. 
Second class, $30. Steerage, $2U. 

Travelers’ circular letters of credit ‘and Mirafts for 
any amount issued at lowest current rates, 

For books of tours or further information apply to 
HENDERSON BROTHERS,7 Bowling Green,N.Y. Y¥. 

NMAN LINE U. 8 AND ROY AL MAIL 

Steamors for Queonstown and Liverpool, 
*CITY OF NEW-YORK. Saturday, Aug. 18, 3 P.M. 

CITY OF BERLIN turday, Aug. 25,'8 A.M. 
OITY OF CHESTEH.Saturday, Sept. 1, 1:30 P. M. 
CITY OF ORICAGO...... Saturday, t. 8,7 A. M. 

*This steamer will sail from Pier t e.43 North 
River, adjoining Christopher-Su. Ferry. 

From Inman Pier, feot of Grand-st., Jersey City. 
Cabin passage, $60 and u et second cabin, $36; 
steerage, $20. Pi TER WRIGHT & SONS, 
General Agents, No. 6 Bowling Green, New-York. 


CUN ARD L INE. 

NEW-YORK TO LIVERPOOL, VIA QUEENS.- 
TOWN, FROM PIER 40 NORTH RIVER 
FAST EX PRBHSS MAIL SERV 7 
Umbria, Aug. 18, 2:30P.M. |Sorv ia, Sept. 8, 7 A. M. 
Aurania, Aug. 25, 8 A. M.| Bothnia,Se pela 9:30AM 
Gallia, Aug. 29, 10 A, M.| Umbria,sept.15, 1:30P.M 
Etruria, Sept. 1, 1 P. M.|Aurania, Sept.22, 7 A. M. 
Cabin passase, "$60, $80, and $100; intermediate, 
$35. Steerage tickets to and from all parts of Eu- 
rope at very low rates. For freight and passage 

apply at the company’s office, 4 Rowling Green. 
VERNON H, BROWN & CO., General Agents, 


GUION LINE, 

UNITED STATES MAIL STEAMERS 
FOR QUEENSTOWN AND LIVERPOOL, 
Leaving Pier 38 N. R., foot of King-st. 
RTT ocdccccccuces Tuesday, Aug. 21, 4:30 P. M, 
bP ng gama Tuesday, Aug. 28, 9 A. M, 

.-- Tuesday, Sept. 4, 3: 30 P. M. 
A LAS Tuesday, Sept. 11, 9 A. M. 
WYOM Tuesday, Sept. 18, 3:30 P. M. 
Cabin pesenne, . $60, $60, $380, und $100; second 
cabin, ” and $35; steerage, $20. 
.M. UNDERHILL & CO. + 35 Broadway. | 


























NATO UA tid hE OK NTE SAMERS 
POO LV ENSTOWN. 

5. 8. EG 1 via QU a 22, 3 

Cabin Neemeis” $40 and upward, bn BE Ba 
$23. Stoorage tickots to and from British ports ab 
rates $2 less than those < <—/ other lines, 

¥. HURST, Manager, 

837 Walnut-st., .Philadeiphia; lot State. st. »New- York 


HaMsura-ame SRICAN %.8 LINE FOR 
Plymouth, (London,) Cherbourg. (Paris,) and 
Hamburg. ist cabin, $50) and up; steerage, low rates. 
Bohemia, 2:30 P.M.Aug. 15|Moravia, 8 A.M, Aug. 25 
Wieland, 6:80 A.M. Aug. 23| Gellert, 11:30 A.M.4.30 
KUNHARD? & CO, VU. B. RICHARD & Cu.,, 
Gen. Agents, 61 Broad-st. Gen. P. Ag’ts, 61 B’ way. 


COMPAGNIE oun ele TKANSATLAN- 


eu 
FRENCH LINE TO HAVRE. 
LA BOU RGOGNE, Frangeul, Sat., Aug. 18, 2 
LA CHAMPAGNH, Boyer, Sat., Aug. 25, "8 A. kb 
LA BRETAGNE, De Jousselin, Sat., Sept. 1,1 P. M. 
LOUIS DE BEBIAN, Agent, No. 3 Bowling Green. 
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HAL¥ A MILLION ALREADY aie 


= IMRE KIRALFY’S 
BUPERBLY THRILLING, MIND-BEWILDER 
ING SUMMER-NIGHT’S SPEOTACLE. 


Nor THE FALL OF ROME WN 


SAINT GEORGE, STATEN ISLAND, 
EVENINGS AT 8:30. OVER BY 10. 
PRINCIPAL EVENTS: 

8:40—Grand Naval Baftle, 
8:50—Nero’s Magnificent Triumphal Pro- 
— 
¥;10—Circus Maximus—Chariot Races 


R= Roman sports. 
9:20—Burning of the Christians. 
9:25—Grand Ballet of 500 Ladies, 
a a. Baliet of Torches, (2,000 torches 


gS of Ro: 


2: O 
Oo". 10:00—Dawn of Chelstiantty. 

Staten Island boats, Battery, every 10 minutes; 
fare 100. Steamers CRYSTAL WAVE and GRAND 
REPUBLIC, trom 22¢-st., North River, at 7:15, and 
Jewell’s Wharf, Brooklyn. at 7:45; round trip, 250. 

Admission, 50c. Grand stand, 25c. extra. Chil. 
dren under 12, half price. Tickets at principal 
hotels, Brentano’s, and on all elevated R. R. stations. 


C4 SINO, Broadway and 39th-st. 

EVENINGS at 8. Matinée SATURDAY at 2. 

AMERICA’S COOLEST AMUSEMENT RESORT. 
ROOF GARDEN CONCERT after the opera, 

SUCCESS WITHOUT PRECEDENT. 

HUNDREDS TURNED AWAY NIGHTLY. 

100TH REPRESENTATION, SAT. EVE. -, Aug, 25. 

(Grand Gala and Souvenir night.) 


J Y. 


OF LAUGHTER, 


RECEIVED WITH ROARS 
Admission a 50c., including both entertainments, 


N—I—B—L—0— _—S. 
E. G. GILMORE Lessee and Manager 


(Reserved seats, orchestra circle and balcony, 60 
cents.) 


OPENING SEASON. OPENING SEASON. 
AUG. 18, 
BOLOSSY KIRALFY’S 

Beautiful Spectacle and Thrilling Dramatic Story. 
MATHIAS SANDORFE 

100—NEW AND SPARKLING FEATURES—100 

Matinées WEDNESDAY and SATURDAY. 

__—iBor Office now open 

















Sole M 
* SEL ET TES COMEDY SUCCESS. ds 
Evenings at 8:30; matinée Saturdays. 
New-York Herald says 
- a * —_ r.. sense of A 

novelty in it all that remem- 

bering how little there. F, x. a EG A L 

Tein > ge _ 

reck’ is both refreshin ‘tna 
Wreck’ ig, ean WRECK, 
Seats on sale two weeks in advance. 
_.__ Seats on sale two vo weeks in advance. 
FIRE OF LONDON 
and 
PAIN’S GRAND FIREWORKS, : 
EVERY EVE'G except SUNDAYS and MONDAYS 
NEW SCENES, NEW PERFORMERS. A 
WONDERFU L SPECTACLE, 
jy ALLACK’S. 
LAST WEEK OF 
PRINCE | METHUSALEM 
HE— 
MeOAULL, 0 PERA COM PANY. 
DAY UG. 20, 
Rudolpt. Dellinger’ s Opera Comique, 
LORKAINE, 

Evenings at 8. Saturday Matinée at 2. 
ROADWAY THEATRE. TO-NIGHT at 8. 
ROADWAY, Corner 41st-st. Sat. Mat. at 2, 
Handsomest and coolest theatre in the world. 


a Mr. FRANK ba SANGER 
success gr “—— ary eve 
J. 0. DUFF 











E QU EEN’S MATE, 
OPERA COMPANY, THe QUEEN’S MATE, 
ADMISSION, 50e. 
BATTLE Death of Lieut. Cushing, 
OF | Picture, 20x30 inches, 
Presented to each visitor, 
GETTYSBURG, During entire month, 
Beginning Aug. 8. Under the 
19th-st. and4th-ay.! management of J. M. Hill 
RAND OPERA HOUSE. 
Reserved seats, orcheatra circle & balcony, cy 
SESE s pa rcRnay EVENING, AUG. 18, 
KATE CLAXTON in Matinées 
THE WORLD AGAINST HER. Wed, & Sat. 
SEATS NOW ON SALE. 
ASEBALL. POLO GROUNDS TO-DAY. 
Grand League snenie tok Game. 
DETROL T Vs. NEW-Y 
Game, 4 P. M. 
To- morrow, Detroit vs. New 


y+ ~ 50c. 

- York. 

1Z TH GRAND ANNUAL PLA ATTDEUTSCHE 
Volksfest on Sunday, 19, Monday, 20, Tuesies 

21, and Wednesday, 22, August, 14838, at the Schilet 

zen Park, Union Hill. Admission, 25c. Children 

free. E. Kuhimann, , Sec., A A. Schreitmilller, Pres. 


L,Ycrou THEATRE. | 4TH. AY. AN 23D-ST. 
XT MONDAY EVENING AT 8:13, 

E. H.SOTHERN| inthe |LORD CHUMLEYW, 

KE. H. SOTHERN|new play|LORD CHUMLEY. 

By De Mille and Belasco. Seats now ready. 


} OSTER & BIAL’S grt Yy HALL. 
JAVES OWEN O'CONOR, 

Monday, first appearance on any stage of 
MISS BLANCHE MASDEN. 


DEN MUSEE WAX WORLD. 

ERDELYI N AC ZI’S Hungarian Gypsy Band. 
BEAUTIFULGALLERY OF FINE PAINTINGS, 

Ajeeb, the world-renowned c hess Autom: aton. 


TERRACE GARDEN. _‘58th-st., near 3d-av. 
Last night butone. To-night, Mma. Aagot. 
To-morrow, Offenvach’s Bluebeard, 


ERUSALEM AND ‘THE CRUCIFIXION. 
THE GREATEST OF AUL PANORAMAS 
Madison-av. Made cool artificially. 


and 59th-st. 
SU RES TS. 
LONG HmAG 


ALWAYS COOL, 
LONG BEACH HOTEL, 
ONfTHE ATLANTIC, 
WILL REMAIN OPEN 
UNTIL SEPT. 20. 
SAFEST BATHING BEACH ON THE COAS% 


POINT LOOKOUT, 


On the European Plan. 
FISH AND GAXIE DINNERS, 
JOHN T. DEVINE, Manager. 


ARGYLE HOTEL, 
ARGYLE PARK, BABYLON, L. I. 


60 MINUTES from NEW-YORK or BROOKLYN. 

Unequaled in ail “its appointments. Park, 7@ 
acres; 30 acres natural lake; plenty of shade. 

FINEST DRIVES ON LONG ISLAND. 

Bathing, boating, fishing on the Great South Bay- 
lawn tennis, croquet, &c. 

THE NEW CASINO 
A GRAND SUCCESS, 

Bowling alleys, BILLIARD ROOMS, READING 
ROOMS, and large BALLROOM with permanent 
STAGE, Music, entertainments, &c. 

T. FB. SLLLECK, Manager. 
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NIRCULAR LETTERS OF OREDIT yon 
travelers abroad, available in ali parts of the 
world, issued by HEIDE SLBACH, ICKELHEIMER 
& CO., foreign bankers, 29 William.st. 


PACIFIC MAIL STEAMSHIP COMPANY’S 


N 

FOR CALIFORNIA, TAPAN, CHINA,CENTRAL 

AND SOUTH AMERIUA, AND MEXICO. From 
New-York, foot of Canal-st., North River. 

For San Francisco via the Isthmus of Papawma. 
COLON Sails Monday, Aug. 20, noon, 
¥rom San rere corner 1st ane Brannan sts, 

OR JAPAN AND CHINA, 
CITY or SY DNE Y. Sails Thursda vCrs 30, 3 P.M. 
For freight, passage, and geuera ‘information ap- 
ply to company’s office, on the pier foot of Canal-st., 
North River. H, J. BULLAY, Superintendent. 


rt ROUTE 4 Jahan AND CHINA, 
E CA! ares? PAOIL Oo abbas AND 


FOR Y OKOHNAMA AND E ONG-KONG 
enemas with steamship lines for other ports in 
JAPAN, CHINA STRAITS, INDIA, & 
Shortest ocean voyage by 600 milesAT RED SUUED 
4. Steaniers sail from Vancouver, B. C: 
ALBANY, Sept. 11. 


WESTMINSTER, Oct. 10. 
For pass: oa and freight rates and general infor- 
mation apply 
KVER#TT FRAZAR E. V. SEINNER, 
Janes and China Agencies, Gen. East. Agent, 
337 Broadway. 








124 Water-st. 


Av Anu au FAST FREIGHT AND PAs. 
SKENGER LINE TO FLORIDA AND THE 
BOUTHWEST, 
Savannah, at 3 P. M 


via 
from Pier 35 North River. foot Spring. st. 
CITY OF SAVANNAH, Capt. Smith, Sat., Aug. 18 
CITY OF AUGUSTA, Capt. Catherine Tues. Aug. 21 
TALLAH DWReT Capt. Fisher, Viet Aug. 23 
R. L. WALKER, Agent, 0. 8. 8. Co, Pier 35 
North ana” 


Steamers are provided with first-class passenger 
accommodation. INSURANCH, 1-5 (one-fifth) of 1 
per cent. If effected by 2 o'clock at $17 Broadway, 
Or 3 o'clock at pier, on or before day of sailiug, pre- 
mium may be paid at destination; otherwise lt must 


C) “aghy 2 er. 
te he B ‘a eG , Agt., W. F. SHELLMAN, T. M., 
S17 Nissomaas. Now-York. Savannah, Ga. 


HABLESTO® Pe ©. AND THE SOUTH 
AND SOUTHW KsT. 
JACKSON VILLE, FISRNAN DINA 
AND ALL FLORIDA POINTS, 
THE CLYDE STRAMSHIP COMPANY. 
Steamers are appointed to sail from Pier 29 “East 
River, (located between Chambers and Koosevels 
sts.,)@8 follows: 1 
Beminole, Charleston ‘only, Friday, ro 17,3P.M. 
Yomassee, Charleston only, Tues., Aug. 21,3P.M 
Gulf stream, Fernandina < irect, wd. Ata. 2 Fa 
All steamers have first-class passenger aocommo- 
dations. Py greg sea open policy effected 


mone ofl of 1 pee ee 
OLYDE & CO., Ra ogg Agents, 
36 Bro way New-York. 
T. G. EGER, Gen’! East’/n Ag i iY) Toadway, N.Y. 
OLD DOMINION STEAMSHIP COMPANY. 
Pier 26 North River, foot Beach-st. 


FOR RICHMOND PETERSBURG NORFOL 
NEWPORT NEWS, OLD POI INT four OnE 
WES WaABH @TON 
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A BEAUTIFUL SUMMER RESORT, 
ALWAYS COOL AND NO MOSQUIFTOE 


IN DIAN HARBOR HOTEL, 


sREENWICH, CONN. 

B. H. VAD. PROPRIETOR. 
POSITIVELY OPEN UNTIL OCTOBER. 
Situated on Long Island Sound. 28 miles from 
Grand Central Depot, 42d-st., New-York. Express 

time, 46 minutes. Send fordescriptive pamphiet. 


coe DRY, BRACING ATR, 


HOTEL KAATERSKILL. 


NO MOSQUITOES, NO FuLES,. 
te RATHS REDUCED FOR AUGUST. £3 
Direct Rapid 5 Ae 4 Rail or Boat. 
AIGE Say a 
keupaieibies Pp o., Greeno Ce. Ry 


HOWLAND HOTEL, 
LONG BRANCH. 


NOW OPEN. 
Applications may be made to the hotel orto 


HENRY WALTER, Proprietor, 
Albemarie Hotel, Madison-square, New-York. 


NORMAN DIE-BY-THE-SEA 


EAR SEABRIGHT, NEW-JERSEY. 


This ‘Unique Hotel Opan Until Oct. 1. 
R. R. Station Normandie. 
FERDINAND P. EARLE, Prop. 


MOTT HOUSE, 


TARRYTOWN-ON-HU DSON. 
Snperior accommodations for permanent and tran- 
sient ests; 2,500 square feet piazzas; three acres 
shaded lawns: beautiful Arives; special rates for 
September and October; house steam heated during 
cool weather. 


a wet BEACHSIDE,” GREEN'S FARMS 
Conn., situated’ directly on Long Islan 

Sound, 47 miles from Now-York; bathing, beating, 

fishing; @ few desirable rooms for August and Sep 

tember. G@. W. DAR! Manager, 

Green’s Farms, Conn. 
r 
The 


ROCKS,—IN THE HIGHLANDS, ON 

west bank of the Findson, one mile below 

WEST POINT; beautiful view of the river; large 

verandas; excellent water; perfect drainage. Ap- 

ay se TH ROCKS, Highiand Falls, Orange Coum 
N.Y. References absolutely required. 


1 —MONTCLAIR, X. J—FINEST pe 
efiretolass table; large, handsom Petia 
rooms. HOLBROOK, Box 57, 


HE ONLY UP-TOWN O 
FiMiee 19 at 1,269 BROAD 
and 82d sta, 


STORES, &0. TO LET. 
0 a FOR A TERA OF YEARS. 


a0 fectt hi 
bytes be a 138200 feo : 
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STAMPING OUT A SCOURGE 


JAQKSON VILLE'’S OITIZENS. BE- 
COMING HOPEFUL. 
CANNON FIRING, TAR BURNING, AND 
DISINFECTION USED PERSISTENTLY 
AGAINST THE YELLOW FEVER GERMS. 

JACKSONVILLE, Fla., Aug. 16.—To-day 
opened bright and clear and somewhat hot, but 
with a pleasant breéze blowing from off the 
river, making it far more pleasant than for 
some days past. A light shower set in at 9 
@ clock, but it was of short duration. The doc- 
tors and people this morning all feel better. It 
is seen in the salutations on the street, where 
the cheerful tones contrast strongly with the 
feeling prevailing here Saturday and Sunday. 
All feel hopeful, and the fact that no new cases 
have been reported for 36 hours is certainly a 
good omen. 

Among some of the grievances that just now 
claim attention is the fact that the quarantine 
camps at some of the towns are nothing but an 
apology for the name. For instanee, St. Au- 
gustine is crazy over the question. The present 
quarantine camp is situated about two miles 
frem town andis guarded by rough and dis- 

‘courteous quarantine officers, who swear and 
abuse the persons quarantined, some of whom 
are ladies. Two persons, T. F. Corbett and Mr. 
MacMillen, were permitted to leave camp and 
take a boat, leaving the people to surmise that 
they are in town. At all events 
they are not where they belong. The 


guards are in close communication with 
the quarantine folks and go to town when 
they want to. Visitors and friends are allowed 
to visit the camp andreturn totown. After @ 
great deal of excitement, a gentleman and lady 
Were put out of town at 1 o’clock last night and 
were found sitting under a tree at daylight this 
morning. They hed no tent, no blankets, noth- 
ing to eat or drink. Ali that was lacking was 
@ “dead line” to «Ompiete the treatment. The 
Board of Health is guilty of a crime against hu- 
manity. 

The Board of Health of the ansient city 
should see that those who by force of circum- 
stances come under their care are treated with 
the utmost attention relative to their comfort, 
courtesy, and health, and not to be iil treated, 
bulidozed, and subjected to the malarial fevers 
60 prevalent in tais country, and to which those 
who are delicate and not acclimated are partic- 
ularly eusceptible. The quarantine as it Dow 
stands is a fraud on the faee of it, and the people 
should place themselves in readiness to protect 
themseives and not leave the matter to a man 
whe issues permits to some and refuses others, 
aud exercises an authority which the Common 
Council is sometimes called to question. From 
Baldwin the same complaints come, and it is 
@ question that will be attended to at once, 

he sanitary force is lanaely increased, over 
300 men now working with 50 carts or more. 
While the negro quarters, at the corner of 
Church and Clay streets, were placed in better 
sanitary condition by the liberal use of lime and 
the removal of several outhouses and quanti- 
ties of filth, they are still crowded. The 51 ten- 
ants are beginuing to complain of the lack of 
nécessary conveniences. Unless this crowd is 
thinned out ana the property put in thorough 
sanitary condition the authorities will have to 
condemnit and forbid its osecupancy by any 
one. This is perhaps one of the worst places in 
the city. It has also been suggested that the 
authorities should condemn the old Grand 
Union Hotel, forbid its eccupancy, have it dis- 
infected as far as possible, and nailed up. This 
they have a right to do without entailing the 
expense of burning it down... 

he tiring last night was very thorough, all 
parts of the city being visited. Other guns are 
now on the way here, ana it is hoped that 10 
will be ready to-night to belch forth destruction 
to the microbes and fever germs. Coal tar is 
now being burned very extensively, and at night 
the entire atmosphere is compen filled with 
its strong fumes. This work will be kept up 
very thoroughly for some time yet. The Board 
of Health has issued instructions regarding san- 
itary measures and disinfection, and, in closing, 
it says: 

“The Board of Health, aided by the resolute,clear- 
headed, and determined citizens who have stood 
at their posts andare actively and courageously 
taking hold of the situation, does not yet despair of 
stamping out the disease in our midst before it 
shall have become generally epidemic, but without 
the hearty co-operation of the people generally it 
cannot hope to succeed. They feel that Jacksonville 
has a prestige to sustain. It was hore that the first 
convention to inaugurate a national sanitary asso- 
ciation was held, and it shall be here that the first 
effort to stamp out yellow fever in August shall be 
made, Should we fail, we will only be stronger for 
having mace the effors. We appeal to all citizens to 
feel with us and help us, and we especially appeal 
to all physicians to aid us and work with us. The 
enemy isa common one toall, Be prompt and vig- 
ilant to answer calis and examine the sick. Don’t 
hesitate to ask counselin doubtful cases, and insist 
upon Care in the surroundings and in proper disin- 
fection, and keep the authorities promptly advised 
of everything necessary for them to have cogni- 
zance of.” 

The Sanitary Association met at noon and the 
several committees reported. 

Chairman Schumacuer ef the Finance Com- 
mittee reported over $900 eollected. It was de- 

jided to isolate all cases hereafter, a yellow flag 
jo designate the house. The nurses will not be 

ermitted to go on the street. Horse cars are all 

be fumigated. In regard to quarantining 
outh Carolina it was decided to wait 24 hours 
see what the outlook was then before takin 
the steps. The Relief Committee announce 
that its plans were all laid and that all would be 
> ogee who applied, if residents of Jackson- 
Ville. 

In front of the relief building this morning 
were to be seen hundreds of colored men, 
women, and children with utensils, clamoring 
for meat and provisious. All wanted to be 
served first. Gen. Baya went among them and 
endeavored to hire a girl or woman to work at his 
house, but no one wanted work. There is no 
distress among our people yet, aud particularly 
the able-bodied colored men and women. Last 
night acarivad of lime was applied for by the 
eitizens of St. Augustine, but as it was said the 
authorities over there refused to allow their 
eannon to be brought over for fear th y would 
contract yellow fever, the lime was denied until 
the gunscame. They have come and the lime 
wiil go over to-day. 

No new cases have been reported in the last 
48 hours, up to 6 P. M. The citizens of Jack- 
sonville demand that a quarartine be estab- 
lished against infected points in Suuth Florida, 
as they feel that itis their safeguard. Dr. Ken- 
worthy and other physicians are particularly 
stronginurgingit. Luter reports from Tampa 
are to the effect that there were four deatns 
Within the last 30 hours by black vomit. 


GOLDSBOROUGH, N. C., Aug. 16.—The 
Board of Health bas iasued @ statement that 
there has not been and is not now a single case 
of yellow feverin tbat city. ‘‘The only case,” 
it says, ‘“‘that would have given rise to the re- 
port that there was yellow fever here is the 
case of & young man who came from Florida 
and went direct to his father’s residence, one 
mile from this city, and was taken sick. which 
case is pronounced yellow fever. The place 
being quarantined and isolated, we apprehend 
no danger.” 


WASHINGTON, Aug. 16.—By direction of 
the Senate Committee on Epidemie Diseases, 
Chairman Harris asked the Secretary of the 
Treasury what amount be Lad on hand to be ap- 

lied to the suppression of epidemic diseases, 
‘Che Secretary replied that he haa $150,000 re- 
maining from last year, and thought that would 
be sutticient. Senator Harris, however, thinks 
the committee will recommend the appropri- 
ation of $100,000 additional. 


CuicaGo, Aug. 16.—Health Commissioner 
De Wolf announced this morning that he had 
no fear from the fever-infeeted Southern dis- 
tricts. He said: ‘I have just completed ar- 
Tangements to supervise all baggage coming 
from the infected districts of Tampa and Jack- 
sonvilie, Fla. Ihave no fear that our city wili 
receive the infection of yellow fever if I can 
supervise the baggage, © will weleome the 
refugees and strangers;flying to us for safety, 
and only ask that their baggage be turned over 
to us for fumigation. To this end I have re- 
quested all the railroads from the South to 
notify me of the Lag eed of through baggage on 
their trains. I also have agents at Cincinnati 
aad other locations along the line who will 
notify me of the presence of such baggage if 
the railroad neglects.” There were several 

kages on the train which was wrecked near 

iouth Lawn this morning, and they were trans- 

ferred to the Grand Trunk. Not a parcel will 
escape fumigation. 





THE OFFICE BOY WAS NOT SURPRISED. 
James L, Curtis, the American Party’s 
sandidate for President, is a tall, well-built 
man of 63, and is reputed to be a millionaire 
twice over. His business in this city 1s confined to 
looking after his extensive real estate interests, 
for which purpose he has a little office on the 
second floor of the building at 62 William- 
street. Although retired from active partici- 
tion in the business, he still maintains a large 
Dterest in the Franklinite Steel and Zino Com- 
y, #8 well as in various ether similar cor- 
rations. Mr. Curtisowns a handsome resi- 
nee at Bridgeport, Conn., where he has lived 
for many years. Though always nas ee 
Democratie ticket, he has induiged ow- 
Knothing inclinations. Before leaving for 
Washington, bis office boy says Mr. Curtis told 
he was sure of getting the nomination. 





MARRIED AND AWAY. 

Mr. Ben A. Hapgood of Sing Sing and 
Miss Emma Elizabeth Layley, step-daughter of 
Mr, and Mrs. Robert Thompson of this city, 
‘were married yesterday afternoon in the Bap- 


tist church, Sing Sing, by the Rev. J. Spencer 
Kennard, in the moe of a large number of 
invited ts. The” inen ll ba eer ; 
fgted ward Layley. Mr. 

esers. 





THE GREENBAOK PARTY. / 


a 
MR. GEORGE 0. JONES CALLS A NA-. 
TIONAL CONVENTION FOR SEPT. 12. 
WASHINGTON, Aug. 16.—A _ call *for 
a National Convention of the National Green- 
back Party, to be held at Cincignati, on 
Wednesday, Sept. 12, 1888, was to-day issued by 
Mr. George O. Jones, Chairman of the National 
Committee. Among the stated objects of the 
convention is the nomination of candidutes for 
President and Vice-President, and totake such 
action as may be deemed necessary to preserve 
the name and organization, and to “keep before 
the people the great principles on which the 
party was originally founded.” Referring to 
the Republican and Democratic Parties, the 
call says that the only difference between them 
is, shall the one which contended for the 
abolition of slavery and the preserva- 
tion of the Union, or the one which 
endeavered to perpetuate slavery and destroy 
the Union, make and execute the public laws, 
and enjey the benefits of Government patron- 
age? Both, it says, are now struggling to force 


a false issue on the people vy saying protection 
or tree trade will relieve present di-tress, and 
to prove it have wasted over six months’ time 
in this Congress without changing one intelli- 
gent wind on the subject. The National Green- 
pack Party, it deelares, was brought into life to 
establish fraternity and good feeling among the 
entire American people, by directing attention 
te questions relating to their present and future 
welfare; by paying off all Government 
bonds im greenbacks according to tue 
contract under which they were issued; by 
dving liberal employment to labor to carry on 
all needed public improvements; by providing & 
currency represeoting the lite, sovereignty, and 
power oi the Government, and issuing it in sutf- 
ficient volume to enable American wealth pro. 
ducers to control the price of products of their 
own industry; by encouraging the manufacture 
of American products at home; by keeping the 
volume of mouey uniform according to puopula- 
tion; by establishing a financial policy that 
would epen the gateway to progress and civil- 
ization, through which all could earn an honest 
living. The call concludes as follows: 


“It is fortunate for the National Greenback Party 
that so many of the cranks, leeches, and advertur- 
ers who have heretofore hinderedits progress have 
at last found] some other abode, The name of the 
National Greenback Party ie familiar to the politics 
of this country, and a Presidential election without 
candidates to represent it would be like the play of 
* Hamlet,’ without Hamlet. Many of its members 
earnestly believe that the principles on which it 
was founded are manifestations of God's earnest 
desire to advance the civilization, happiness, and 

rosperity of our race. Therefore, all who desire 
* be known or remembered as National Green- 
backers after the coming election,all who, without re- 
gard to the past,now believe in the funadmental prin- 
ciples on which the National Greenback Party was 
founded; all who believe that the time has come 
when the intelligence and necessities of the Amer. 
ican people demand the success of & ports based on 
truly natienal and economic questions, a party 
which will bring about a perfect union of the States 
and of the eutire American people, establish an 
American system of finance in accordance with the 
demands of this age; regulate railroads, telegraphs, 
and other as on for transporting persons, vrop- 
erty, or intelligence on the basis that they are pub- 
lic institutions, permitted to be built for public con- 
venienes, and not for personal protits beyond a fair 
return on money actually invested; a party which 
will restrict the ownership of Jand to American cft- 
izens aud its quantity to occupation and use; regu- 
late and extend the time during which foreigners 
may become citizess, and punish bribery at 
elections .as treason to the Government is 
now punished; all who are willing to sever 
their political association with every other party or 
faction and give their best efforts to promote the 
welfare and to insure the succoss of the National 
Greenback Party and none else, are cordially in- 
vired to immediately call conventions of 
their party in States where it 
organization and appvint delegates 
convention, and in states where there is no 
organization to meet in tneir respective localities 
and appoint one delegate from each Congressional 
district, and two delegates at large from each state, 
and one delegate from each ‘ler. ivory, and two from 
the District of Columbia to attend said convention.” 


The chief reason, the call says, for calling the 
convention at Cincinnati is because all railroads 
will sell tickets to that city and return at about 
half rates during the continuance of the Cen- 
tennial Exhibition, which lasts until December 
next. 


THE DEVELOPMENTS 





CAME. 


FIRST MEETING BETWEEN SON-IN-LAW 
AND FATHER-IN{LAW. 

Ernest Spring, a youth of 19 years, isa 
married man, but for a month has been de- 
prived of the society of his wife. He yesterday 
obtained g writ of habeas corpus from Justice 
Bartlett, in the Supreme Ceurt, Brooklyn, di- 
recting August Menzel, the father of the bride, 
to produce that young lady in court on Tuesday 
next. Young Spring lives in a flat on Wil- 
lougbby-street, while his wife is locked in a 
room in her father’s house at 468 State-street. 

The young —_— were in love for some time 
before July 14, on which day they came to this 
city and were married by the Rev. Mr. Keppel 
at the Third-Street Lutheran Chureh. They tovk 
up their abode in the Willoughby-street flat, ana 
the next day Mrs. Spring returned to her father’s 
house to get her clothing. Her husband accom- 
panied her as far as the gate, stopping there to 


await developments. They came, and when the 
storm had subsided the groom had lteen kicked 


and beaten, the bride was nursing her sorrow in. 


solitary continement, and her marriage certiti- 
cate was lying on the floor in minute pieces, 
Mrs. Menzel sided with her daughter, but her 
good offices availed nothing. She held frequent 
interviews with her son-in-law, and after each 
one attempted a compromise, but old Mr. Men- 
zel was obdurate. Finally the youthful groom 
applied to the court for assistance. 





OOMPLAINING OF A REPORT. 

ALBANY, Aug. 16.—The State Printer, the 
Troy Press, (Edward Murphy’s tirm,) is printing 
a six-page errata to accompany the report of 
the State Railroad Commissioners for 1887. 
This is set up in exceedingly fine type, and con- 
sists of only such errors as are net apparent in 
the context. In the report there are several 


thousand errors. In some instances wrong 
figures and mistakes in eoluwns of figures 
make a difference of wany thousand dollars. 
The margins of the pages are irregular in sume 
instances, part of the printing being cut off of 
one page, while on the opposite side of the leaf 
the page is all right. Nameso! railroada are 
changed in one or two instances, There ars 
4,000 of these reports distributed, and now the 
errata will have to be sent out. The Railroad 
Commission got 500 copies printed by Weed, 
Parsons & Co., which are all right, The paper 
in the Murphy books is inferior and the binding 
is poorly executea. The railroais doing buai- 
ness in this State have to bear the expense of 
this publication propertionately, aad already 
some of them have xiven notice to the Com- 
missioners that they will refuse to puy their 
proportions, 





A SERIES OF FORGERIES. 

POTTSVILLE, Penn., Aug. 16.—A series of 
forgeries, extending over a long period and 
amounting to thousands of dollars has been 
brought to light by the investigation which 
followed the receipt by Henry Hoek, a local 
butcher, of a notice of a protested note. The 
note matured on the 13th inst., and when Hoek 


wrote to the Millersburg (Dauphin County) 
Bank, which had discounted it, he discovered 
that they held five notes, ostensibly signed by 
him, amounting to nearly $2,000 and ro man 
at dates prior to Oct. 4 next. They were indurse 
by and discounted for W. T. & OC. W. Tobias. 
This firm is engaged in the cattle business near 
Tremont. Hock former!y dealt with them. The 
forgeries are of the rankest de oription. The 
bank claims to hold an indemnification signed 
by GC. W. Tobias, the uncle of his partner and a 
very wealthy farmer. His signature te this pa- 
per is now also doubted. He is involved in his 
nephew's transactions tothe amount of $10,- 
00>. W. T. Tobias has been arrested on the 
note that was protested and executions have 
been issued against the firm and both men. 





THERE WAS NO RIOTING, 


NEw-BRunsWICK, N. J., Aug. 16.—Charles 
Van Houghton of Jersey City contracted with 
the Raritan River Railroad some weeks ago to 
grade the road and lay the stone culverts at 
South Amboy. He employed 250 Italians, under 
Louis Valegi of New-York, and a large number 


ot Amboy men, but failed to pay them, putting 
them off by saying the cempany had not paid 
him. Last Friday Gen. Ripley, President of the 
company, paid him $5,000, and he has not been 
seen since, Valegi was appealed to, and he ran 
away on Tuesday. Then the men guit work. 
te f Charles Broderick, im their behalT, had 
Sherift Fick levy on Van Houghton’s tools. Gen. 
Ripley is at Amboy trying to arrange affairs, 
and another contractor will be given charge of 
the work. There was no rioting. 


THE OTHER SIDE. 
To the Editor of the New-York Times: 

Your eorrespondents who cemplain of the 
service of the Harlem Division of the New-York 
Central are not well infé®med. The trains are 
equipped as well as those in similar service on any 
other road in the country. One must not expect 

alatial vestibuled parlor cars on local trains. The 

ay yor eye of whom the complaint is made that 
he is not a railroad man, has been for years super- 
intendent of various divisions of the Vanderbilt 
pees Gomme yd great ohenges bone mere 
alon wer end 0: © road, sinking the tracks, 
&o., the trains keep remarkably clone, to schedule 


time. SUBURBAN. 
_ NEW-YORE, Thureday, Aug. 16, 1838. 








MR. OHIVVIS INSANE. 





SPRING WHEAT'S SHOWING. 


ment 


CONDITION IN MINNESOTA AND DAKOTA 


DETERIORATING. 

Sr. Pavt, Minn., Aug. 16.—The following 
careful compilation of crop reports, received 
within the past.four days. frem nearly every 
county in Minnesota and Dakota, is perbaps the 
most accurate and comprehensive review yet 
published on the present wheat erop. No pains 
have been spared to secure trustworthy infor- 
mation from persons best posted, and the sum- 
mary is condeysed from facts and estimates sent 
in by more than twelve hundred special cor- 
respondents, 

According to the latest accounts from the 
harvest fields the damage to the Spring wheat 
crop has at no time been overestimated, and 
while sensational reports are sprung from time 
to time concerning the injury caused by some 
particular evil, conservative grain men have 
been reticent, as a rule, regarding the extent 
damage to the crop at large on account of 
of their disincliration to be classed among sen- 
sationalists, The startling stories emanating 
from Chicago have generally referred to the 
ruin of the wheat crop in the north, while the 
greatest damage has really ocourred in the 
seutbera part of the State and Territory. Out 
of 100 dozen reports received less than 
a dozen fail to mention damage from 
one cause or ahother. None of those 
frem the south of the State fail to note con- 
siderable injury from chinch bugs, and while 
some sections have been devastated by this 
pest: repeatedly for years, it will be noticed 
that the terri ory affeeted 1s larger than usual, 
even after the uncommonly late and wet 
Spring, generally supposed to be very de- 
structive to the successful campaign of the 
ebhinch bug. the least injury thus far has been 
doue in the north, though 80 per cent. of the 
veports speak of damage from rust though 
seldom to any serious extent. ; 

The greatest danger, however, in the extreme 
northern counties, lies in early frosts, and the 
weather now prevailing in that section is not 
calculated to hasten matters in the line of har- 
vesting. More damage ia being done every day, 
and, with wheat cutting continually delayed, 
there is no reason why the next Government 
report should not show a greater decilue tian 
8 per cent, in the condition of Spring wheat 
for the month of August, nor is the danger yet 
passed in the southern part of the State, 
as the grain is being repeatedly soaked by 
the almost daily rains, and the result may 
be a material difference between the crop ~ 
vested and the crop marketed. A few countfes 
report increased acreages sown to wheat, but 
the number is not so large as many believed, 
and while some grain men who are not given to 
exaggeration in such matters believe that the 
crep of 1888 will exceed 100,000,000 bushels 
for Minnesota and Dakota, they are becoming 
less contident, and in the light of late events 
90,000,000 bushels must seem a liberal es- 
timate. 


THE CHAUTAUQUA ASSEMBLY. 


EDISON TALKS ABOUT HIS PHONOGRAPH 
—A LARGE NUMBER OF STUDENTS. 


Cuavtavava, N. Y., Aug. 16.—Among the 


eminent Chautaquans here none are more note- 
worthy than Tnomas.i. Edison. When he mar- 
ried into President Miller’s family he received a 
share of the Chautauquaidea. He talks pleas- 
antly of the great Assembly but his head is full 


of the great work of his own genlus—the phons 


graph. Hesaidtu.day; “Wehavenow a per- 
fect phonograph. Since we made our public 
exhibition of ita short time ago we have been 
at work putting up buildings and getting out our 
model. Its manufacture is very much like that 


of a gun or sewing machine. The parts are in- 
terchangeable, so that auy part of the macnine 
way be supplied at any time. Our factory at 
Orange, N. J., started up last Saturday after- 
nueon. People will be astonished when they 
hear this new machine. We bave one now that 
is absulutely perfect. There is nosound tbat 
can be made that it does uot reproduce per- 
fectly. The crashof a hamwer, the laugh or 
cry of a child, or the most delicate strain of 
music is reproduced perfeetiy. Any vone can 
learn to werk it,in two hours. It wiil take the 
place of stenographers. All that will be neces- 
sary will be to dictace to the phonograph, and 
the typewriter copies it off directiy. We have 
invested $300,000 in a factory aud machinery, 
and are mauuiacturing 100 a day. In two 
months we had over 2,000 orders.” 

The C. . 8 C. hold high sway now. Thbése 
letters stand for Chatauqua Literary aad Scien- 
titic Circle. Next week the Class of ’88 gradu- 
ates with 4,500 members. The banner cluss is 
the Class of ’90, which has 25,432 members 
Such au immense number of students in one 
Class attests the pheuowenal growth of the 
Chautauqua Literary and Scientitic Circle, and 
the wonderful success of the Chautauqua move- 
ment. It has become one of the great educa- 
tlenal movements of the century. The Chautau- 
qua Literary and Scientitic Circle gives by no 
weans @ Cullegiate course of study, but it is one 
of the best four-year courses of reading ever 
planned. The Class of ’92 promises to be the 
largest of all. Many celebrities un the grounds 
have joined. To-duy is Alumni day at Chautau- 
qua. This afterpovun an entuusiastic body of 
Alumni met in Normal Hall. t 7:30 they 
marcbed im procession through lines of the 
Chautauqua Literary and Scientitic Circle to the 
Amphitheatre, where they were addressed by 
Benjamin Clark of London, Bishop Vincent pre- 
siding. The illuminated fleet sud pyrotechnic 
display on the lake in the evening was the finest 
of the season, 








AN INDIAN MURDERER. 

MONTREAL, Aug. 16.—AngusS. Jacob, the 
Caughaawags murderer, looked haggard when 
he was brought te the Court House this morning 
for the purpose of having the chance tv cross- 
examine the witnesses who had given their evi- 
dence at the inquest. The jury roum was crowd- 
ead with Indians from Caughnawaga. When 
Jacob steppedinto the room the women who were 
present hid their faces in the biack shawis which 
they had over their heads, and wept audibly. 


The prisoner stood a moment as though nailed 
to the floor, while the tears started to his eyes. 
Then he asked the officer in charge te be allowed 
to shake hands with tre father of the murdered 
wowan, Juve Monique. That permission being 
granted, Jacub stepped up to Monique and held 
out his hand fer hima, which the latter took and 
hela fer a moment. No word was exchanged 
between them. The deposiiions were read, tbe 
prisoner crying bitterly when his sister-in-law's 
evidence was read. During the course of the 
proceedings the prisoner's wother-in-law re- 
quested to be admitted to the roum, but when 
sbe entered and wet the prisoner she fainted 
away and had to be carried out. The prisoner 
will not be committed until Saturday. It is 
learned tbat be will plead “not guilty,” and will 
be uefended by C. Cornellier, Queen’s Counsel. 





ALLEGED FRAUDULENT ASSIGNMENT. 

It is alleged that the assignment of $300,- 
000, made July 17 by Nicol, Cowlishaw & Co., 
dealers inupholetery goods, to Bryan H. Smith, 
was fraudulent, and that two subsequent assign- 
ments, made July 31 and Aug. 2, were also 
fraudulent. William D. Hyde of Manchester, 
Englana, and the Manchester and Liverpool 
District Banking Company have, through their 
counsel, Blumenstiel & Hirscb, attached for 
$350,000 the firm’s property now in the hands 
of the Sheriff in the store at Broadway and 
Eighteenth-street. The Sberiff will retain pus- 
session of the property and will apply the pro- 
ceeds to the satisfaction of the claims of the at- 
taching creditors. 





THE LEASE DEQLARBD VALID. 


WASHINGTON, Penn., Aug. 16.—John H. 
Murdoch, Master, this afternoon made his re- 


port in the case of Hallam, Edgerly & Stockdale > 


against the Union Oil Company. The Master 
decided in favor of the oil cempany. The suit 
involves the ownership of a lease of 400. or 500 
acres of laud near Washington belonging to 
William Davis, from which has been produced 
500,000 barrels of oil. The property wus first 
leased by the forme? parties, but one of them 
destroyed the paper and a lease was later made 
to the Union Oil Company, who developed the 


. territery. 





LIKELY TO PROVE A MYSTERY. 

New-BrRunswick, N. J.,. Aug. 16.—James 
Scully was examined to-day at South Amboy in 
the James Griffin murder case. He was the last 
man seen with Griffin. He sticks to the story 
first told, and says he did not speak to any one 
on the morning of the murder. Two witnesses 
swore they saw Scully that morning with stones 
in his hand, acting as if he were crazy, and he 
told them he had been “done up” the night be- 
fore. The inquest was adjourned for two 
weeks, and Prosecutor Rice says the afiair will 
likely preve another mystery like that of Rah- 
Way. 





THROUGH THE JAIL WALL. 
PatmyRa, Mo., Aug. 16.—Last night the 
county jail here contained 28 prisoners, This 
morning there were only 14 in it. During the 
night a breach was made in the wall and 14 


prisoners gained their liberty. Sheriff Ray or- 


ganized a posse and recaptured four. Tne rest 


are still out. 





NOMINATIONS BY THE PRESIDENT. 

WASHINGTON, Aug. 16.—The President has sent 
the following nominations te the Senate: To be 
Judges of Probate, Territory of Utah—Jobn Hous- 


ty, in said county; Themas J. . 


Bran via Coanty, im said county; Pardon 
lds. Co . in said county; John A. 
I of Uinta vars Co oe aad 


taettte 


A v.. 





ya VS e 


BELVIDERK BEATS EURUS IN 
FAST TIME, 

LITTLE M’CARTHY PULLS OFF A GOOD 
THING WITH SORRENTO—OCEAN DE- 
FEATS AURELIA HANDILY. 

Though it was so frightfully hot at Mon- 
Mouth Park yesterday as to be decidedly un- 
comfortable for the thousands who journeyed to 
the track, it did not seem to be any too hot for 
the horses that took part in the racing. On the 
contrary, they seemed to enjoy it, for they ran 
their races as arule in first-class time and fur- 
nished some very exciting and interesting fin- 
ishes, which, in spite of the heat, every one 
seemed toenjoy. The betting was lively, and that 
may perhaps account in a measure for the rather 
unusual amount of cheering in which the 
crowds indulged. One who didn’t oheer was 
that unique specimen of humanity known as 
Dave Gideon, who, by reason of owning a few 
race horses, is allowed to move around a race 
track among gentlemen. He backed both 
Aurelia and Daniella heavily through the bet- 
ting ring at $50 and $100 a clipin the third race, 
apd reputable people generally will be glad to 
know he lost his money. So, too, he lost that 
which he bet on O'Fallon in the selling race, 
with which horse he expected to execute acoup. 
That he failed to pull off the ‘‘good thing” will 
gratify such as rewember the race in which he 
executed his famous coup with Grenadier, after 
allowing the public to baek his own eh 
Luminary. When Gideon and people of his tlk 
are beaten at their own game no one regrets it. 

There is on the other hand reason for con- 
gratulating people like the McCarthys, son and 
tather, when they pull off such a good thing as 
they did yesterday with their colt Serrento, for 
there is at least a semblance of honesty in ail 
the races in which they participate so far as 
their horses are concerned. So it was not to be 
wondered at that the 13-year-old owner and his 
father were recipients of congratulations from 
all sides over the victory of the colt. The two 
won nearly $18,000 in bets on their horse, get- 
ting most of their money at odds of 20 to 1. 
McCarthy senior will now probably buy a new 
hat. He may also buy one for Jockey George 
Taylor, to whom he gives eredit for winning the 
race, and whom he offered good inducaments to 
goto California at the close of the racing sea- 
son in the East. 

The Delaware Handicap furnished a wonder- 
fully good and sharp finish between Belvidere 
and Eurus, the former winning, thanks to 
Garrison’s wonderfully vigorous riding at the 
end. The result was precisely what THE TIMES 
predicted. Hayward was up on Eurus, and 
this wonderfully good horse was beaten. Had 
Garrison ridden Eurus the result would proba- 
bly have been reversed, for if ever @ horse 
was ridden out. to the last extremity, 
Belvidere was, Eurus, too, ran a re 
markably good race, and Hayward rode 
him for all he could, unquestionably. But 
Eurus swerved under him in spite of all that 
Hayward could do, and bore Belvidere 80 close- 
ly in to the inner'rail just at the end that it 
seemed almost certain that Garrison and Bel- 
videre would be crushed into the fence. For- 
tunately the accident was averted, and Belvi- 
dere won by a half length from Eurus, who was 
five lengths in front of Connemara. ‘The latter 
hau made all the running until the final drive 
in the stretch was tought out. Frank Ward, 
who had been up next to Connemara in the 
early running, finished fourth, with Banbridge 
and Longitude bringing up the rear. 

Lucy H, won the selling rave by going out in 
frent and remaining there to the end, su prising 
every one by her ability to run a mile, which 
few thonght her ableto do. Mclaughlin ran 
second until just at the end, when Malaria came 
on and beat McLaughlin and 8t. Valentine out 
for the place, the latter being piaced third by 
the judges, all three being well together, with 
Malaria only o half length behind the winuer. 
It was a hot race throughout and a good one, even 
though the favorite, 8t. Valeutifie, was beaten. 
The latter’s owner did not want tostart his 
horse and ag he had declared him out 
of the race. ut he made the declaration in 
the wrong office, and 20 the horse had to be 
atarted by order of Mr.,Wither. First Martin 
was announced to ride, and then Church’s name 
was sentup. Butit was found that Church had 
bet on Malaria to win, andjtnis being reported to 
the judges, they asked Martin who was pre- 
varing to return to Saratoga, to ride the horse, 

6 consented and did the best be ceuld, but as 
St. Valentine’s owner, supposing his horse 
to be scratched, had fed the animal 
shortly before the race, he was, of course, out of 
it. So were the people out who had backed him 
early in Lhe betting, supposing the horse was to 
try forit. This thing 1s to be said fer the owner, 
he told the judges and every one that he could 
fiud who had backedfhis horse that be had been 
ted and was not fit to run, . 

After the race, which was won by Mr. 8. W. 
Street’s horse, W. O. Scully, the owner of Lottie 
Wall, went to the auction sale stand to take a 
handin the bidding. He bid up to $1,600 0n 
the horse as ameansof gettingevyn with Street, 
who got $800 of his money on Tuesday, when 
Garrison bid Lottie Wall up $1,600 above her 
entered selling price. He didn’t want the filly 
which Street bid in, but after the bidding was 
ended he said to Street: * Well, l’'ve made you 

iveup half the money you got out of me to- 
ay. I'll fix the rest of it the next time yeu win 
aselling race.” That’s the kind of aman Mr. 

Scully is. , 

Summarized details of the day’s races are as 
follows: 

The half dozen sprinters in the opening dash 
ata half mile made the race a good one for the 
betting public, who backed all except Fred B. 
and Speedwell pretty bheavilv. ‘elie Doe was 
instalied favorite in the betting at the opening, 
and was Made even a atronger one when the 
story becawe bruited abroad that Garrison, who 
rode her, had a plunge bet of $2,000 on the 
mare. As Barnes had come down from Sara- 
toga toride Lottie Wall, who showed up so well 
in a couple of selling races, she, tou, was backed 
almost to a standstill for the place, But 
the race was ene for. neither of the 
favorites, but for Mrs. Lorillard’s representa- 
tive, Strideaway, who went out in front at the 
fall of the flag and rewained there to the end, 
just winning the race by a nose from Britannie, 
who ran second througuout, and beat Telie Doe 
for the place by a couple of lengths. Barnes 
tried bard to come up in the stretch with Lottie 
Wall, but could do nothing with her, and bad to 
be content with fourth place. The pace was 
altogether teo fast fer the favorites to make up 
lost ground, the time being 1:14—very fast for 
the Monmouth track. 

The dozen 2-year-olds who started in the 
handicap sweepstakes at three-quarters of a 
mile made auether lively betting race and 
brought another upset to the talent ameng the 
bettipg men, who had plunged one set on Tenny 
and another on Fides until they were rated at 
abouveven terms. Utility of P. Lorillard, Jr.'s, 
stable carried a heavy commission trom his 
owner, ond the weight of this money with 
thatef Mr. Loriilard’s friends made the filly 
third choice. Aguinet all the rest odds of from 
10 down to 30 to 1 could be had, the post odds 
against the winuer being 15 to 1 for as much 
money as one wanted, in ate of the fact that 
George Taylor rode him, When the horsey were 
sent away forthe race Little Barefoot, Little 
Jake, and Fides broke away in the lead, with 
Uulity and Harrisburg just behind and the rest 
in a bunch, except Katie, who was absolutely 
last, as she was throughout the race. Madstone 
was next to Jast, but he remained there but a 
very abort time, moving quickly upinto a fair 
position in the bunch. After a quarter of a 
mile had been run Fides went outin front, with 
Utility close up to her and Sorrento, Tenny, and 
Harrisburg in a bunch just behind. Utility had 
a good lead around the turn and into the home 
atret«h, but Eilke allewed her to run alittle 
wide, and the result was that she was in 
trouble at once. Fides, Sorrento, and Madstone 
closed upenher and made play for the ena, 
having pocketed Utility so that she could not 
get through. Once well straightened out; Tay- 
lor sent Sorrente out to the front with a rush 
and won as he pleased bya couple of open 
lengths. Madstene, who had come very strong 
atthe ond, managed to beat Fides out for the 
place 4 anose. Tenvy, Harrisburg, and Carri- 
entes all beat Utility eut in the run to the finish. 
Then little 13-year-old McCarthy and hia father 
went down to the paddock a supremely happy 
pair, for they had won avery snug sum ef 
money over their horse, who, before the race, 
tney regarded te have an excellent chance in it, 
and so backed him heavily. 

The race for the Orange Stakes brought an- 
other outsider to the front in Ocean, a cast-off 
from the Dwyer Stables, new running in Green 
Morris’s colors and yesterday ridden by Barnes, 
who is making such a phenumenal success as a 
jockey this year. Aurelia, with Garrison up, 
was a red-hot favorite, with George Oyster, 
Fitzroy, and Bradford fancied in the order 


named. 

The start for the race was from the chute, and 
Ocean and Umpire were the first to show. The 
latter gotto thefront on reaching the main track 
and remained there, with Oeean, Aurelia, and 
Fitzroy close bebind, until:the lot got into the 
home stretch, when the eight horses got well 
together and came up to the last furieng all 
abreast. Then there was such a race for 
the finish as one rarely has a chance 
to see, for the horses ran for a full sixteenth of 
a mile on absolutely even terms. Ocean was 
the first to break out from the cavalry-like 
formation, and under the urgent pressure of the 
whip and epur of vigorous little Barnes she 
went by the judges a lengthin the van, with 
George Oyster, Aurelia, and Fitzroy just be- 
hind her, and only heads apart. It was a 
splendid race, vigorously ridden by all the boys, 
and very cleverly won. I[t excited more en- 
thusiasm among the crowd than any race that 
has been run at Monmouth for a long time, and 
the crowd fairly yelled iteelf hoarse over the 
brilliant and exciting finish. 

Something like $50,000 in good, hard dollars 
went into the bookmakers’ hands over Ban Yan 
for the sweepstakes at a mile and an eighth, un- 
til he was the red- hottest kind of a favorite, but 
4 to 5 being laid against him, Against all the 
other starters — odds could be had, but the 
betting on all the rest was money thrown away, 
fer with Barnes up the favorite man to win. 
But the celt‘had a hard time of it to get to the 
front, because Kale made him run very 
fast, and at the ena Yan was but.a nose 
before tter ridden. 


Rupes 


G00D RACES ON A HOT DAY | 





and opened a of a half 
or more, Soh of the) horses with 
an tly in front being ina bunch behind 
the fiying Benedictine. But just as the turn by 
the railroad traeks was reached Benedictine 
stopped and Ban Yan went by and took the leud. 
He held it by a nose only in making the curn, 
with Benedictine and loolan rigkt behind, 
the latter runningin excellent style. Onee in 
the home stretch Rupert came onto have a 
tight with the leaders, and Benedictine feli back 
to keep rye gr A with the gray Boaz. Then 
followed a hard fight, but Ban Yan finally won 
by buta head from Kalooiah, who wasa haif 
length in front of Rupert, with Benedictine and 
Boaz beaten away off. 
THE SUMMARIES. 

FIRST RAaCk.—A free handicap sweepstakes of $25 
each, with $750 added; $150 to second. Three- 

uartersofamile. Time—1:14. 

rs. G. L. Lorillard’s ch. o. Strideaway, 4 y > 

by Glenmore-Spinaway, 98 pouuds......(Doane) 1 
A. Morris’s bix. o. Britannic, 4, 

( Littlefield) 2 
W. B. Jonnings’s ch. m. Telie Doe, 6, 117.. 
is a ag 5 | 3 

Lottie Wall, 4, 109, (Barnes;) Fred B., 5, 115, 
phe hear and Speedwell, 3, 94, (Armstrong,) 

nished as named. 

Betting.—T'o win—Against Telie Doe, 8 to 5; Lot- 
tie Wall, 3101; Britannic and Strideaway, 6 tol 
each; Speedwell, 12 tol; Fred B., 16 tol. 

For place—Telie D 3to 6; Lottie Wall, 6 to 5; 
poe tale 2 wi a tannic, 2¥9 to 1; Speedwell, 4 


; Fred B., 5 to 1. 

SECOND KACE.—Ftee handicap sweepstakes, for 
2-year-olds, of $25 each, with 50 added; $150 to 
second. Three-quarters ofa mile. Time—1:15. 

D. J. McCarty & Brothers’ on. c. Sorrento, by 

Joe Hooker- Kosa B., 110 pounds (Tayler) 1 
R. Pryor & Co,’s br. o, Madstone, 112....(Martin) 2 
A. Belmunt’s b. f. Fides, 112, (F. Littletield) 3 

Tenny, 98, (Barnes;) Harrisburg, 112, (Kifle- 
shine;) Carrientes, 94%, er eEeey) Utility, 106, 
i atines) Little Jake, 112, (W. Donohue;) The Belle, 

0%, (Anderson;) Little Barefoot, 98, (Palmer;) 
Carnot, 106, (Rodgers,) and Katie, 8%9, (Rielly,) 
finished as named, 


Betting.—‘l'o win—Against Tenny, 3143 to 1; rides, 
4tol; Utility, 6 to 1; Carrientes, Madstone, Har- 
Tisburg, and Little Jake, 10 to 1 each; Sorrento 
and Little Barefoot, 15 to leach; The Belle, 2u to 
1 Carnot, 25 to 1; Katie, 30 to 1. 

For place—Against Tenny, 6 to 5; Fides, 7 to 5; 
Utility, 2 to 1; Carrientes, Madstone, Harrisburg, 
Little Jake, and The Belle, 4 to 1 each: Sorrento 
and Little Barefoot, 6 tol each; Katie and Carnot, 
10 to 1 each. 

THIRD RaCk.—The Orange Stakes, for 3-year-olds 
and upward, of $50 each, $15 forfeit, with $1,000 
addea; $250 to second; closed with 90 entries, of 
which 82 paid forfeit; value to winner, $2,380, 
Seven-eighths ofa mile. Time—1:28. 

G. B. Morris’s b. f. Ocean, 3 years, by Billet-Sa- 

bina, 94 pounds (Barnes) 1 
A. Belmont’s b. c.;\George Oyster, 3, 97.(Anderson) 2 
J. B. Haggin’s ch. f. Aurelia, 4, 120 (Garrison) 3 

Fitzroy, 4,111, (Martin;) Now or Never, 3, 104, 

Littleftield;) Umpire, 3, i104, (Kilke;) Bradford, 4, 

13, (Havward,) and Daniella, 3, 92, (Brant,) fin- 

“ished as nawe 

Betting.—To win—Against Aurelia, 8 to 5; George 
Oyster, 4 tol; Fitzroy,6 to 1; Bradford, 6 to 1; 
Ocean, 8 to :; Now or Never and Umpire, 12 tol 
each; Daniella, 20 to 1. 

For place—Against Aurelia, 3 to 5; George Oys- 
ter, 7 <o 6; Fitzroy, 2 to 1; Bradford, 24 to 1; 
Ocean, 3tol; Now or Never and Umpire, 5 tol 
each; ‘Danielia, 8 to 1. 

FOURTH RaCK—Free handicap sweepstakes of $30 
each, with $1,000 added; $250 to second. One mile 
andaturlong. Time—1:564. 

W. O. Scully’s ch. c, Ban Yan, 4years, by King 

Ban- Hira, 110 pounds -(Barnes) 1 
J. D. Morrissey’s b. m. Kaloolah, 6, 108..(Taylor) 2 
Preakness Stable's b. g. Rupert, 6, 108...(Martiu) 3 

Beneitictine, 3, ¥3, (Andersen,) and Boaz, 5, 107, 
(F. Littlefield,) finished as named, 

neers GY winu—Againust Ban Yan, even money; 
Benedictine, 4 to 1; Kaloolah, 5 to 1; Boaz, 8 to 1; 
Rupert. 10 to 1. 

For place—Against Ban Yan, 1 to3; Benedictine, 
6 to 6; Kaloolah, 8 to 5; Rupert and Boaz, 2 to 1 
each. 

FirTH RACE.—The Delaware Handicap, a sweep- 
stakes of $50 each, half forfeit, with $1,750 added; 
$5vuv to second; 67 entries, of which 6U declared at 
$10; value to winner, $2,200. One mile aud a quar- 
ter. Time—2:09. 

Preakness Stable’s b. c. Belvidere, 4 years, by 
Billet-Jaconet, 120 pounds (Garrison) 1 
A. J, Cassatt’s b. bh. Kuras, 5, 123 +t + eahahamaad 3 
Oakwood Stuble’s b. f. Connemara, 4, 111.. 
(McCarthy) 3 
Frank Ward, 5, 1038, (Taylor;) Banbridge, 4, 109, 
(Litulefiela.) and Longitude, 3, 103, (rant,) fin- 


ished as named, 
Betting,— To win— Against Belvidere, 
Baubridge, 6 to 1; 


mouey; Eurus, 3 to 1; 
Ward, 8 to 1; Connemara, 10 to 1; 
20 tol, 

For piace—Against Belvidere, 1 to2; Eurus, even 
money; Kaubriige and Frank Ward, 249to 1 each; 
Connemara, 3 to 1; Longitude, 8 to 1. 

SIXTH RaCRK.—Purse $60, for 3-year-olds and up- 
ward: the winner to be sold at auction for $2,0vU, 
with alluwances if for leas down to $5U00.. One mile. 
pi gy 743. Wiuner bought in by owuer for 

. 2. * 
8S. W. Street’s ch. m. Lucy_H., 5 years, by Barn- 

ton- By the Way, $1,000, 102 puunds..(Anderson) 1 
E.J. Baldwin’s ch. m. Malaria, aged, 108.. 

(Armstrong) 2 
W. T. Glessner’s b. c. Valentine, 4, 105...(Martin) 3 

McLaughlin, 4, 93, (Hayward, Jr.;) Michael, 3, 99 
(Goodale;) Charmer, 3. 83, (Jones;) O’ Fallon, 5, 404, 
(Littletielid,) amd Al Reed, 4, 105, (Chappell,) tin- 
ishea as named. 

Betting.—To win—Against Malaria, 8 to 5; St. 
Valentine, 4 tol; O’ Fallon, 5to1; Lucy H., 6tol;: 
Al Reed and eee cue, 8toleach; Charmer, 10 
to 1; Michael, 1Z 10 1. 

For piace—Against Malaria, 3to5; St. Valentine 
and O’Fallon, §to6each; Lucy H.,2tol; Al steed 
and McLaughlin, 3 to 1 each; Charmer, 4 to 1; 
Michael, 5 to 1. 


& 
TO-DAY’S CARD AT BRIGHTON. 
The Brighton Beach Racing Association 
announces a good programme for to-day. The 
entries and weights are as follows: 


FikgsT RACE.—Purse $250; for J-year-olds. Three- 
quarters of amile. Songster, 100 pounds; Coggins, 
100; Boodle, 100; Lemon, 100; Sam Parker, 100; 
Keystone, 100; Prudence, 100; st. Albans, 100; 
Can’t Tell, 100; Slumber, 100; Nina W., 100; 
— 100; Satisfied, 100; Corocco, 100; Icicle, 

00. 


SECOND RACE.—Purse $250; for beaten horses. 
Seveu-eighths of amile. Brian Boru, 118 pounds; 
Roundsman, 115; Pericles, 115; Marsh iedon, 115; 
Quinoy, a Lida L., 113; Lemou,381; Blossom, 31; 


— 8 

HIRD RaCK.—Purse $250; selling allowances. 
One wile avda sixteenth, Harwood, 117 pounds; 
Cardiual McCloskey, 107; Blue Line, 107; Kiuk, 
105; Lizzie Waltun, 106; Clay Pate, 103; Trix, luz; 
King Kobin, 101, 

KOURTH KACK.—Purse $350; selling allowances, 
Three-quarters of a mile. Stripling, 112 pounds; 
Masher, 108; Mulier, 107; Fred Davis, 106; Bill 
Brien, 106; Melton. 105; Pendennis, 104; Klectrici- 
ty, 103; J. J. Healy, 103; Relax, 102; Saluda, 101; 
Weasel, 100; Souvenir, 99; Cricket, 9d; Joe sowell, 
98; Burpara, 99; rocks, ¥8; Lagardere, 96; Gracie, 
92; Guushot, 82; Arizonia, 8¥; Drumsatick, 1U1; 
Bertie W. cult, 111. 

FIFTH RACK.—East New-York Handicap; purse 
$55v. One and one-quarter miles. Barnum, 118 
pounds; Ten Booker, 117; Wilfred, 111; ‘troy, 108; 
Kruvst, 107; ‘ihe Bourbon, 101; Lute Arnold, 10u; 
‘op Sawyer, 99; Youghiogheny, 94. 

SIXTH NACE.—Purse $550; tor beaten horses. One 
mile. HKayweond, 105 pounds; Monmvuuth, 106; Jim 
Clare, 105; Subaltera, 105; Falsehood, 105; Theora, 
105. 

The probable results of the different events 
are as follows: 

First Race.—Nina W., 1; Boodle, 2. 

Secuonu Race.—Brian Buru, 1; Lida L., 2. 

Third Race.—Harwood, 1; Cardisal McClos- 
key, 2. 

Fourth Race.—Gracie, 1; Saluda, 2. 

Fiith Rave.—Wiltred, 1; Troy, 2. 

Sixth Rave.—Jim Ciare, 1; Muomouth, 2. 


RACING AT YONKERS. 

Thera was a good attendance at the 
Yonkers races yesterday. The racing was sat- 
isfactory to the followers of the favorites, as 
they captured four of the tiveevents. Purita, 
with only one straight tieket sold on her in the 


mutuals, won the opening event and paid the 
lucky inves.or $79 80 tor his two-doliar invest- 
ment. 


The first race was at five and one-half furlongs. 
Purita, 86 pounds, ridden by Tribe, wou; Blue Jay, 
115, beaten five lengths, second; Ranette, 106, 
beaten half a length for the place. ‘ime—1:1%. 
panseaay | aay pe winner 8 to 1 straight, 3 to 1 
place; Biue Jay, for place, 3 to 1. 

The second race was at four and one-haif furlongs. 
Ida West, 118 pounds, ridden by Miller, won easily 
by two lengthe; Marguerite, 123, second, 10 lengths 
vefore Julia Miller, 116, third. Time—0:68. Bet- 
ting against the wiuner & to 5 straight,7 tv 10 place; 
Marguerite, for place, 4 to 5. 

‘The third race was at seven furlongs. Mamie Hay, 
113 pounds, ridaen by Watson, won by two lengths. 
hiward F., 110, secoma; Avery, 110, a length and 

“a half further pack. Time—1:33. Betting — Against 
the winner 3 to 1 straight; even money place; 
Eaward F., for place, 6 to 5. 

The fourth race was at taree.quarters of a mile. 
Neptunus, 120 pounds, ridden by G. Lynch, won 
easily by alength from Commander, 120, who was 
a head before Rosalie, 110, third. Time—1:19. 
Betting—Againat the winner even money atraight; 
no place; Commancer, for place, even money. 

The fifth race was at feur and one-half furlongs. 
Matins, 118 porns, Tidden by Crittenden, won; 
Bradburn, 115, second, beaten a head, and Purse, 
111, alength further back. Time—0:59. Betting— 
Against the winner 4 to 5 straight; 3 to 6 place; 
Bradburn, for place, no betting. 6 


INDIANS CHARGE FRAUD. 

GAINESVILLE, Texas, Aug. 16.—News re- 
ceived here to-day from Tishomingo, the capital 
of the Chickasaw Nation, is to the effect that J. 
L. Byrd, the full-blooded candidate, has been 
declared elected Governor over Guy, the pres 
ent incumbent, by three votes. Guy and his 
friends claim there has been great fraud com- 
mitted in Byrd’s county, and that the vote of 
two precincts, which were nearly solid for Guy, 
have been thrown out by the judges, who were 
Byrd’s friends. 

Much bitter feeling is expressed and is almost 
certain to lead to trouble, as Guy and his friends 
will not submit to any such frauds. Guy isin 
Fort Smith, where he has been for several days 
om Official business, and will, return home to- 
day. Then trouble is liable t begin in earnest. 
Unefficial returns had elected Guy by a 
m ority, but the throwing out of two precincts 
in a ‘a county has elected the latter by three 
votes. 
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ON THE RAGGED EDGE. 

In answer to many complaints by household- 
ers suffering by the unusual scarcity of water, G. 
W. Birdsall, chief engineer of the Croton Aque- 
duct, said yesterday: ‘We are now from 9 story and 
a half to two stories below what we were six weeks 


ago.. We are using about 5,000,000 gallons extra a 
from the Central Park Reservoir. The worst of 

it is that there can be no increase in the supply of 
water until after the compietion of the new aque- 
duct, New-York, as far as ita water supply is con- 
is ‘on ’ [have pen looking 

time for gs to 
doubts. We will 
the new aqueducs 


mee 
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| PROFITABLE BENEVOLENCE 


ASSISTED IMMIGRANTS FORCED 
INTO SLAVERY. 
SOME TESTIMONY BEFORE CONGRESSMAN 
FORD’S COMMITTEE—WOMEN WORK 
SEVENTEEN HOURS FOR FIFTY CENTS, 


The Congressional Immigration Commit- 
tee found the weatherso warm yesterday that 
no recess was taken, but the morning session 
was prolonged and an early adjournment taken. 
Still, a good deal of interesting testimony was 
given. 

James Oppenheimer, the Broadway cloak 
manufacturer, was the first witness examined. 
Wages he said were now 12 per cent. lower than 
when he first went into the business. Marion 
Preston, the Englishwoman in his employ, who 
testified before the committee and was discharged 
the next morning, he explained, was sent away 
without his knowledge. The Superintendent of 
the shop read her story inthe papers and then 
discharged her. He was perfectly willing to 
re-engage her new. In his opinion the influx of 
Bohemians; Poles, and Russians did not cause 
any reduction in wages. 

Herman Stein, ashirt manufacturer in East 
Forty-tirst-street, was then put upon the stand. 
His employes, he said, were nearly all Irish 
girls, The girls were better off now than ever, 
and Mary Berg’s testimony last week was a 
manufactured lie from the word go. He de- 
scribed her as an agitator, who was always 
creating disturbances in the shop and urging 
the employes to go out on strike. It was un- 
true that he redueed wages four years ago be- 
cause the operators favored Cleveland, he being 
a Blaine man. The lowest wages paid in his 
shep were $6 a week. . 

Samuei Gompers, President of the American 
‘Federation of Labor and Vice-President of the 
Cigarmakers’ International Union, then took 
the stand. Ip his opinion, the great influx of 
foreign labor had had a very bea renner effect 
upon American labor. As to the importation of 
Polish and Russian Hebrews, he said that while 
at first ihe motives were charitable ones, yet 
when it was seen how cheaply these peuple 
would work a regular combination of manu- 
facturers was soon formed to bring them bere, 
ostensibly on benevolent grounds, but reaily 
tor commercial purposes. As to the vigar trade, 
the witness said the “truck” system prevails in 
this city in its woistform. The employers own 
the houses in which their emploves are com- 

elled to live, and also control the grocery, 

ager beer, and other stores in these buildings. 

The working people were forced to open accounts, 
and their debts were deducted from their wages 
inaddition tothe rent. Mr. Gompers was not 
in favor of atopping voluntary immigration, 
but was opposed to people being brought here 
on false pretenses, by lying advertisements and 
false inducements, and being imported by 
wholesale by empioyers during strikes for the 
purpose of coercing the striking employes. He 
was an Englishman by birth, but he bad tried 
to be an American in every otner particular. 
‘* No honest effort,” he said, '* has veen made by 
the officers of the Government to enforce the 
contract labor laws, and itis being violated con- 
stantly. in the case of the Rev. E. Walpole 
Warren, while the congrexation was honest in 
what it did, the officers of the Gevernment were 
not, and attempted to get a decision adverse to 
the contract labor law. 

Mario Fabrizi, a good-looking married Italian 
woman, 17 years old, ‘living at 116 Mulberry- 
street, said she bad been in the United States 
seven years. Her husband was a farm laborer. 
She made trousers and cvats when she could get 
work. Ifshe made five dozen trousers a day 
she had to work from 5 o’clock in the mourning 
till10 o’clock at night. She got 10 cents a 
dozen, or 50 cents for 17 hours’ work. She had 
three rooms aud a kitchen, for which she paid 
$15 a month, divided among 15 persons. Her 
room was occupied by tive persons, and her 
sbare of the rent was $5 a nionth- 

Katherine Fabrizi, sister-in-law of the preced- 
ing witness, said she made coats and trousers, and 
when sbe had work began at 3 or 4 In the morn- 
ing and never stopped till ll or 12 atnight. If 
she had plenty of work she could finish four or 
five dozen in a day. She was paid 10 cents a 
dozen and someti:nes she had to get up at 2 
o’clock in the morning and work till midnight 
for 30 cents. She liked it better here than in 
Italy and was content if she could make 30 
een saday. She paid $5 a month rent, and for 
herself and her two children it cost 25 cents or 
$0 cents aday to live. When her husband was 
home it cost them 50 cents aday tolive. Tuey 
ate a little meat and bread each aay. She 
bought beef at 7 cents a pound, but could af- 
ford nu vegetables or butter. They ate dr 
bread and drank tea. She bought 1 cent’s wort 
of milk aday. They mostly lived on dry bread 
and a little meat. 

Vincenzo Balumbo, an Italian, a banker and 
broker at 49 Crospy-street, and a well-dressed 
roan, knew of Italian laborers being imported 
here under vontract by weansof prepaid tickets. 
A man named Rosario Imperialle had imported 
laborers. He knew of Italian laborers being 
employed by Joon Morrone on the new Weat- 
chester Race Course. He hud heard of Morrone 
foreing laborers to sign contracts at the muzzie 
of a revolver. 





CAPT. M’DONNELL’S FUNERAL. 

Police Captain Charles McDonnell, com- 
mander of the Pighth Precinct, was buried 
from his home, 42 King-street, yesterday morn- 
ing. The casket was open from 7 o’clock until 
nearly 11 o’clock, when eight policemen of the 
Captain’s former command carried it to the 
hearse. There were nearly 350 policemen, un- 
der command of Inspector Steers, to act as an 


escort. These were divided into eight compa- 
pies. Preeeded by this escort and the sixty- 
ninth Regiment Band, the funeral procession 
moved from the house through Varick to Charl- 
ton-street, thence to South Fifth-avenue into 
Fifth-avenue to Thirty-ninth-strest, where In- 
spector Steers dismissed the prucession owing 
to the intense heat. The hearse and carriages 
proceeced to the Grangd Central Station, where 
the body was piaced on a special car and taken 
to Birmingham, Conn. 

Aecompanying the body were Mrs. McDonnell, 
the Captain’s sister and cousin, and the six Cap- 
tains who aeted as pall bearers—Capts. Yule, 
Clincby, Reilly, Brogau, Gunner, and Garland. 
It was at tirst arranged to have funeral services 
held at 8t. Anthony’s Church in Suilivan-street, 
but ewing to the lack of time this was avan- 
agoned. A dispatch was received from the pur- 
ish priest of Birmingham asking whether Capt. 
McDonnell was entitied to be buried in conse- 
crated ground, and Farber Anacietus of 8t. 
Anthony’s Church replied in the affirmative. 





BURGLARS ALONG THE HUDSON, 

NYAOK, N. Y., Aug. 16.—Considerable ex- 
citement was caused in the upper part of Rock- 
land County yesterday morning by the at 
tempted operations and narrow escape of a 
gang of burglars. At abuut 3 o’clock A. M. Mrs, 
Dinan, the wife of Thomas Dinan, one of the 
best-known citizens of Grassy Point, heard a 


noise which seemed to proceed from her hus- 
band’s office, and she at once called him up. He 
picked up a revelver, but his movements must 
have been heard by the burglars, fur they ut 
once tied. Mr. Dinan saw them as they ran 
down the road toward the river and fired three 
shots at themin rapid succession. One of the 
retreating men was struck im the leg and 
limped badly as he proceeded on hia course. He 
was beard to exclaim, “I will tix the man who 
shot me!” The citizens of the place were 
aroused by the noise of the firing and started 
in search of the burglars, but all traces 
of them were by that time lost. The Captain of 
a@ canalboat lying at the dock saw some men 
get into a boat aad row away, aad it is belleved 
that they were the thieves. It is supposed that 
there is a regularly organized gang of river 
thieves workiog along the Hudson, and the ut- 
mest vigilance is to be exercised by the people 
to detect them. 





OBJEOT TO THE DOG. 

It is beginning to look as if Mrs. Mary E, 
Bell, who gave her pet dog such an expensive 
burial in Woodlawn Cemetery on Tuesday, will 
be obliged to either remove the “remains” or 
defend its grave in the courts. Three calls were 
made at the Woodlawn Cemetery office in West 
Twenty-third-street yesterday by protesting lot 
owners, and one of the callers was 80 wrought 
up ever the matter that he threatened to bring 
legal proceedings forthwith if the dog was not 
disinterred. He was prevailed upon, however, 
to do nothing until the return of Controller 
Caleb B. Knevals Sept. 1, who is away on his 
vacation. 

Charles P. Knevals, Assistant Treasurer, said 
to a TIMES reporter that there would probably 
be no more burials in Woodlawn of this charac- 
ter until the subject had been considered by 
the Executive Oommittee of the Board of 
Trustees. 

Cozey Bell is the third dog that has been 
buried in Woodlawn. The plot in which she 
lies is the Linden, near the lake, betwee 
Spruce and Lake avenues. . 


- Tired All Over 


Ts the expression a lady used in describing her con. 
dition pefore using Hood’s Sarsaparilla. This prep- 
aration is wonderfully adapted for weakened or low 
state of the system. It quickly tones the whole 
body, gives purity and vitality to the blood, and 
clears and freshens the mind. Take it now if you 
feel “tired all over.” 

“Feeling languid and dizzy, having no appetite 
and no ambition to work, I took Hood’s Sarsaparilla, 
with the best results. As a health invigorator and 
medicine for general debility I think it superior to 
anything else.”"—A. A. RIKER, Albany-st., Utica. 

N. B.—Be sure to get the Peculiar medicine. 


Hood’s Sarsaparilla 
Bold by all druggists. $1; six for $5. Prepared only 
by C. L HOOD & CO., Apothecaries, Lowell, Mass. 





AN OLD OIROUS MAN DEAD. 
os 
HOW READY WIT UTILIZED THE HOUSE. 
OF COMMONS TO PAY SALARIES. 

William Ginnett has just died at South. 
ampton, England, after having almost rounded 
ahalfcentury. He had long been a consump- 
tive. Reared to sawdust aud spangies he be- 
came & manager while in his teens, or at least 
as early as 1858. His family have been among 
the best known in English circus annals, being 
ranked in this respect by the Cookes. alone of 
modern times, and have furnished three man- 
agerse—Frederick, George, and William. 

Thirty years ago the Ginnetts stemmed the 
tide in a novel way. The circus was situated at 
Greenwich. Its wooden building was old and 
thin, and the Winter was unusually cold. Un- 
willing to pay to sit and be frozen the public were 
“freezing out” the troupe, when one of their 
number, C. W. Montague, received a hint while 
waiting for his turu im the barbers shop. 
‘There goes & 12a0 Who ence portrayed Richard 
TIL, and played it well.” Upon inquiry Mon- 
tague learued that the persen then passing the 
door in clothes of threadbare tidiness and 9 
general aspect of well-nursed bunt incurable. 
poverty had been a member of Parliament for 
that borough, but had recently been forced to 
resign sheerly through inability to “keep his 
end up” socially. Muntague conceived the idea of 
saving the season, and to thatend couagited: the 
Ginnetts first and the wrestier with Shakespeare 
afterward. It was agreed that he should open 
@ season on the Monday night following... There 
were but two men In the compans who had ever 
dipped into histrionisin, they being the elder 
Frederick Ginnett and Montague himseif, bus 
there were a number of battle axes in the prop- 
erty chests, and with one of theee a new version 
of “Richard IIL.” was prepard by a process of 
wholesale pruning, and Ginnett and Montague 
were enabled between them to play Richmond, 
Catesby, Ratcliffe, Stanley, and Norfoik. Thus 
the House of Commons,in making its débus 
amid tanbark, had @ generally fair support, 
The “star” while in Parliament had popularized 
himself among the martial class peculiar to 
Greenwich by introducing a bill caleulated te 
benetit their condition. This helped to till the 
house, and the ready scheme made salaries pos- 
sible. The name of the member of Parliament 


was Townsend. Not long afterward he came to 
this country. 





GROCERS UNDERTAKE A GOOD DEAL, 


The wholesale grocers of New-York City 
have taken preliminary steps toward the estab- 
lishment of a lecal protective organization whose 
objects are manifold. Among them are the fol- 
lowing: To promote the observance of correct 
business principles in the grocery trade, with 
especial reference to the practice of selling 
sugar at a loss in order that a prutitable trade 
may be carried on in other: staples; to improve 
the general quality of the food supply; to inau- 
gurate a “live and let live” policy, aud to pro- 
tect jobbers from the “dead beate” of tne 
trade, With respect to the sugar question, it is 
acknowledged in the trade that that staple is 
sold at a loss very frequently as a “leader” to 
draw orders for other classes of zouds,the prices 
of which are advanced to cover the depreciated 
price of the sugar. The fauit hasbeen with the 
wholesalers themselves, as they admit, ivas- 
wuch as, to-day, they pay the retiners 753 cents 
for granulated sugar, and sell it to the retailer 
at the same price. This also applies to other 
classes of woods, such as cann and vottied 
articles. The new organization hopes to gain a 
concession from the refiners in the form of a re- 
bate, which will enable the wholesalers to sell 
sugars at the current prices, and still realize a 
moderate profit. lt is sald that the Sugar 
Trust has already agreed to such a concession. 
Ata meeting of the wholesalere on Wednesday 
the new association was organized by the se- 
lection of the following officers: President—G. 
Waldo Smith; Vice-Presidents—F. B. Thurber 
and T. E. Ormiston; 'reasurer—J. H. M 





THEY TRADED AFTER HOURS. 


The habit which some of the brokers of 
the New-York Produce Exchange have had of 
violating the rule in reference to trading after 
the Exchange is closed received asharp rebuke 
yesterday from the Board of Managers. This 
body held a meeting to consider the cases of 
James Bingham, F. B. Howell, Charies Wilmot, 
and F. Coby, the latter of the tirm of Charles 
Minzesheimer & Co., all charged with preaking 
the rule. Al pleoned guilty when the complaint 
was firat made at yesterday’s meeting. essrs. 
Bingham, Wilmot, and Cohn were each suspend- 
ed iortwodsays. The case of Mr. Howel: was 
held over. He traded out in the hallway of the 
Exchange, while the others violated the rule on 
the floor. Curb trading is not a new thing 
among the brokers, but this is the first time 
that penalties have been inflicted. 





CLOTHING | 











FOR SUITS 
FORMERLY 

$15, $16, $18, 
$20 and $22. 





$3.93 for Trousers 
formerly $4.50, $5, $5.50 
and $6. 


$5.46 for Trousers 

formerly $6.50. $7, $8, and $9. 

If you cannot please yourself 
in a selection from these bar- 
gains, we still have a complete 
assortment of seasonable suits 
of the very best character. 

All our fine $7 Jersey Bathing 
Suits reduced to $5. 


Rogers, Peet & C0, 


BROADWAY AND PRINCE-ST., 
BROADWAY AND 32D-ST. 


Prices Same at Both Stores. 
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6c . REAL ESTATE MORTGAGES, 
THOS. CLARK, Jr, Manager. Office,239 B’ way,N.Y- 
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